
















34,500 Copies 


ant 
cu 


JUNE 
+ 
JULY 
1941 : 






Volume 2 Number 3 





Priorities... 


‘6 EEP ’EM FLYING!” .. . the slogan adopted by the War 

Department and featured below at the request of the 
Adjutant General’s office . . . is symbolic of the crying need for 
materials in our rapidly increasing defense preparations. For this 
has become an era of “War in the Air’. Airplanes place heavy 
demands on our special metals . . . tanks, guns, field kitchens, etc., 
all increase the task of providing proper metals. 


More and more of the materials customarily used in our peace time 
fabrication of industrial equipment must be diverted to defense 
needs. 


Already this has progressed to a point where future trends become 
more clearly visible and it is apparent that we must go rather far 
afield to select materials of construction not now covered or, in the 
near future, not likely to be covered by priorities. 


These comments apply particularly to the metals. Indeed, a recent 
Dun and Bradstreet report refers, quite appropriately, to this as a 
war of metals. 


Our search for new construction materials is, therefore, most likely 
to be fruitful if it lies without the metal classification. 


Fortunately we have available a fund of research information on the 
plastic materials which might be made to fit into many of our present 
needs. Molded parts might well replace cast parts in numerous 
applications. 


Electroplating can be replaced 
by Parkerizing, by surface 
treating with phosphoric acid 
and phosphates by lacquering 
with condensation product base 
lacquers and by some of the 
baked-on enamels. A new light- 
weight material of construc- 
tion, with distinct promise, was 
described and commented on by 
A. J. Stamm and R. M. Seborg 
of the Forest Products Labora- 
tory, Forest Service U. S. Dept. 
of Agriculture, Madison, Wis- 





(Continued on last page) 






( PRODUCTS 
Mew: APPLICATIONS 
] PROCESSES 


EQUIPMENT PREVIEW 


The Editors’ 


—interesting items selected by The 
Editors in preparing this issue. 


Automatic Bean Slicer — 2,000 lbs. per 
hour capacity for slicing beans French 
style. Handles any size, variety or type 
of wax or green beans. Machine is en- 
tirely automatic. Hopper control pro- 
vides exact flow of beans. See FEP 681, 
Page 21. 


Non-Staining Packing — Has odorless, 
tasteless, edible chemically-resistant lub- 
ricant. Snow white in color. Made of 
asbestos yarn and is suitable for high 
temperatures. Braid-over-braid con- 
struction prevents accumulation of solid 
materials in packing. See FEP 545, 
Page 2 


Laboratory Centrifuge — Retaining tubes 
at fixed angle speed sedimentation. In- 
duction motor is fully enclosed to shut 
out dust and fumes. Has removable and 
interchangeable tube holders. See FEP 
584, Page 9 


Plastic Pump — Flow of liquid being 
pumped is visible at all times as are 
movements of valve checks and pump 
piston. Plastic used has natural resist- 
ance to chemical attack. See FEP 605, 
Page 12. 


Low-Pressure Steam Boiler—Fully auto- 
matic unit with counter flow of water to 
provide high speed directional water flow 
with consequent faster heating and les- 
sened lime deposit in tubes. Removable 
front and rear headers make tubes easy 
to clean. See FEP 676, Page 20. 


Double Corn Husker—lIncreases husking 
speed and eliminates bruising of ears. 
Has self-cleaning and self-adjusting husk 
loosening mechanism for various size ears. 
Vibrating type hopper prevents clogging. 
See FEP 555, Page 4. 


Automatic Cap Feed—Handles fragile or 
delicately finished caps and closures for 
bottles, cans, jars, etc. Will sort and 
feed 100 to 120 cape per minute when 
used with four-head capper. Each os is 
handled individually. See FEP 6578, 
Page 8. 


Complete Product Directory—Page 2. 
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BALL BEARING UNITS 


g 
The patented permanent seal in 
SEALMASTER Units not only 
keeps out dirt . . . but also re- 
tains lubricant over long peri- 
ods ... reducing maintenance 
attention to a new low. The 
SEALMASTER seal cannot be 
distorted by misalignment. Write 
po your copy of Data Book 

















Flange 
Unit 


Medium BEARING DIVISION 
a Stephens-Adamson 
Block —Mfg. Co.— 


17 Ridgeway Avenue 


AURORA, 
ILL. 


BALL BEARING UNITS 


When inquiring specify FEP543 — see information request blank, pgs. 12-13 
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Tools and raw materials 
are money. Give them 
adequate protection. The increased tempo of 
business breeds laxity. Pilferage is less notice- 
able, far more active. Erect “Buffalo” Wire Par- 


titions in your plant wherever valuable property 


is kept. With 
tle watching. 
Guard your Experimental and Tool Rooms! 


EMPLOYEE PROTECTION: “Buffalo” Wire Guards 
placed on high speed machinery and switchboards will 
eliminate hazards that cost man-hours. You can increase 
production too, by allowing closer attention to work. 


INVESTIGATE “BUFFALO” WIRE PROTECTION: 
Inquire how “Buffalo” Wire can solve your problems. 


Write for Catalog 10-E. 
ae MADE BY THE MANUFACTURERS OF 
BUFFALO WIRE WORKS CO., Inc. 


INDUSTRY'S FINEST WIRE CLOTH 
ESTABLISHED 1869 AS SCHEELER'S SONS 


427 TERRACE BUFFALO, N. Y. 
When inquiring specify FEPE44 — see information request blank, pgs. 12-13 
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FOOD EQUIPMENT PREVIEW 


DIRECTORY ... 


. . of products in this issue 


You will find listed below the names of products and new 
literature items described in this issue, with page refer- 


ence on each. 


Product Page 
Adsorbers, Odor dintsisiumial 15 
Agitators, Vertical ............. 21 
Ammonia, Anhydrous .......... 17 
Anchor, Masonry Bolt ........ 12 
Anion Exchanger ................ 5 
Bagger-Weigher ......................11 
Bearing Unit, Ball aa 
Belt, ‘ansmission 16 
Belt Treatment ........ 13 





Blowers, Exhausters 
Boiler, Low-Pressure 
Boilers, Scotch Marine........17 


Cap Feed, Automatic ........ 8 
Centrifuge, Laboratory ...... 9 
Chloramine Process ite 
Cleaner, Noiseless Vacuum..22 
Cleaning Handbook ............16 
Compound, Cleaning ......8, 24 
Control, Hydraulic Auto ..14 
Control, Liquid Level ........ 10 
Control, Temperature ........11 
Control, Temperature & 


IE © sshcisennscscsevscsasesvadites 9 
Control, Time- 

Temperature .. eee 
Controller, Ratio ee 
Controller, Thermometer .. 9 
Conveyors .......... 3, 8, 16, 18 
Cooker, Cooler, Mixer ........ 18 
Counter, Magnetic ................ 11 
Couples, a acat T meceiechicen 3 
Coupling, SIE ssicsisiwagetal 
Cranes, Criss Cross cae 
Drives, Silent Chain ............ 17 
Dust Collectors ................6, 16 
Elbow, Heat Control ............10 
Extinguisher Bracket .......... 8 
Ce a | 
Feeder, Constant Weigh ....10 
BE ira cid strain 5, 18, 20 
Filters, Air, Gas .......... 14, 17 
Floor Resurfacer .................... 24 


Furniture, Laboratory ........ 18 
Fuses, Oiling Devices ........ 15 


Gauges, Liquid Level 
Gauges, Tank 





Gloves, Neoprene ..... 15 
Gluer, Label ........... hha ahaa 7 
Guns, Solution-Liftin 

SNE cctcganéenansanseseas eaeied 14 


Handling Equipment 
Headband, Sanitary 
Hot Plate, Electric ; 
Husker, Double Corn ............ 4 


Ice, Unit for Tube- ... 
Industrial Products ..... 








Inks, poke Drying bein 
Insulation, Fiberglas 

Joint, Rotary Pressure ...... 8 
Joints, Taper Ground ...... ae 
Labeler, Automatic ... 17 


Laboratory Ware, “Pyrex”’..17 
Lamp, Insect Repellent ......21 
Lantern Ring Puller ............ 4 


Product Page 
Lighting, Fluorescent 18 
Lockers, Cabinets, etc. .....16 
Lubricants _....... heise 
Lubricator, Mechanical ......13 


Mat, Safety Steel Floor “al 


I, MI ai cateencbessccadisseesuenes 
Meter, Fluorescence Saisie 
Mills, Pebble & Ball ..........17 
DIE ‘sctabshusbicibisincesinetavonses 4, 2“ 
PRD dasasscttpsiosctecinsesces ly. on 
PI sieticistcsaieictecansenkinedaneal 6, 12 
Nut, Sanitary Union ............ 4 
Packing, Non-Staining ...... 2 
Packings, Double “U” ........ 13 
Painting Guide ...................... 14 
Pans, Vacuum .. 15 
Paper, Filter 





Partitions, Wire ...................... 
Pipe, Glass-Lined 
Pipe Tools 
Process Equipment .............. 6 
Pumps ...3, 4, 5, 6, 7, i} 12, 


, 19 
Pumps & Pump Parts ........ 15 


Recorder, Temperature ...... 10 


Reduction Equipment .........19 
Regulator, Pressure 
Reducing .......... . 6 


Relay, Mercury ........... ll 
Repair Guide Handbook ...18 
Respirator, Dust ..................23 








a 
Screen, Viens cikisiscedeaaiine. an 
Showers, Multi-Stall 15 
Shredder, Paper .......... 19 
Sieves, Testing ..... 16 
Sifter, Gyro- OD csscsniccnenceed 7 
Slicer, Automatic Bean ..... 21 
Spectrophotometer ......... 10 
Speed Reducers a 
Stapler, Carton . 


Steel, Iconel-Cla 
Stencil Cutter ..... 
Stitcher, Wire .. 
MI ities ntecasicsnas 


Thermometer, Recording 7, 10 
; ete 12 
Truck, All-steel Mixing ..... 20 
Is MII possecicsenteseceeeinenes, 9 
Truck, “Bulkbinding” __. 6 
Truck, Hydraulic Lift _.. 24 
Truck, Motorized Hand 
ee 23 
es, Ee 
Tubing, eee Metal ...... 4 
Tubing, Welded Steel ....15 


Valves, Strainers, Dryers....17 
Ecce 5, 8, 12, 21 
RS get, ae ates ae 
Vise Bracket, Folding .... 7 
Washers, Air 





Non-Staining Packing 
Has Odorless, Tasteless, Edible Chemically- 
Resistant Lubricant 


Uses—For application on apparatus handling liquids that 
must be kept unstained or uncontaminated. Many appli- 
cations throughout food, drug and chemical process in- 
dustries.. Used wherever graphite packings or ordinary 


lubricants are not suitable. 


Description—Packing, known as “Klero,” is snow white 
in color; has an odorless, tasteless, edible and chemically- 
resistant lubricant. Made of asbestos yarn and is suitable 
for high temperatures. Its braid-over-braid construction 
prevents accumulation of solid materials in the packing. 
Material is non-staining. Full information, prices and 
working samples for test will be sent on request. 


GREENE, TWEED & CO., Dept. FEP, 101 Park Avenue, 


New York, N. ¥. 


When inquiring specify FEP S465 — see information request blank, pgs. 12-13 





When inquiring specify FEP647 — see information request blank, pgs. 12-13 
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AGAINST EXTERNAL 
SHOCK AND STRESS ' 


PROTECTE 






NEW G-E 


TRI/CLAD 





~~ 


' 
a 
INDUCTION MOTOR P 
° 
. . . Ir 
HIS modern motor is con- bearings are in dust-tight cast-iron i 
structed to be able to “take housings; and the tough paint used 
it” when subjected to such physi- as the finish coat protects the metal ‘ 
cal hazards as accidental blows, @gainst rust and corrosion. tl 
flying chips, dripping liquids, and Thus, you see the Tri-Clad motor bi 
occasional bumps in moving or js fully protected against the ac- = 
mounting. cidental ill-treatment some motors 
The frame and end shields are of encounter all the time, and which i o1 
cast iron, with channel and rib sec- all motors encounter some of the \ e! 


: : : i i feguard against 
tions that give strength without time. It is your safeg € ta 





oa production interruptions—and that | 

pete eae eo means extra profit protection, too. : 
sturdy and rigid; ventilating open- Be sure your next induction motors le 
ings are all carefully located and are Tri-Clad. General Electric, a 
baffled to protect vital motor parts; Schenectady, N. Y. : 

750-33-8058 
me 

When inquiring specify FEP546 -— see information request blank, pgs. 12-13 
wh 
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Stronger, neater than paste, tape or a 
other sealing method because the IDEAL ; 
' 


Is with steel. 
Sas EAL STITCHER makes 


A 1D’ 
Economical too. The ai 


its own staples from inexpensive wi 
little as 5¢ for 100 cartons. 
pe operator can stitch 200 to 500 cartons 


an hour depending on size. No re-setting 
for cartons of different sizes. 


i i floor space. on 
Requires only 30 x 18 inches of np 
Can be placed and operated almost any- to 
where. Write for circular. tee 

= 


_, PRINTED 
>” CARTONS 


GIVE YOU THE “EDGE” 


Competition close? A neatly printed car- 
ton might give you the “edge”. The 
C & D Printer prints your name and 
trade mark attractively from type — 








in your own plant. Speedy, economical aur 
Junior Model meets requirements of most cr 
firms; larger models for heavier duty. al 
Send for interesting circular. i. 
co. — 

TITCHER & MFG. Pa 

Ad 46; 108-4th St. Racine, Wis. Addie 

a 

When 
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Miniature Couples 
For Pilot Plant 


To measure temperature in laboratory set-ups 
and pilot plants, we recommend our miniature 
pipe-type couples, used either with a No. 8662 or 
other laboratory potentiometer, or with a Micro- 
max recording or controlling pyrometer. 


These pilot-plant couples are of iron-constan- 
tan. They are only 1%” o.d., with tube walls 0.022” 
thick, and so are extremely sensitive. They can 
be supplied in 8 lengths from 4” up, and tubes 
may be chromium-plated if desired. They are not 
only accurate to within our guaranteed limit of 
error at all temperatures, but are also checked and 
tagged with correction figure at 500°F. They can 
of course be similarly checked and tagged at any 
other temperatures. Prices on request; state 
length and whether chromium-plated tube is 


wanted. 
Jrl Ad N-33A(12) 








LEEOS & NORTHRUP COMPANY, 4999 STENTON AVE., PHILA., PA. 








MEASURING INSTRUMENTS - TELEMETERS - AUTOMATIC CONTROLS - HEAT-TREATING FURNACES 


When inquiring specify FEP548 — see information request blank, pgs. 12-13 
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THIS NEW Wested pump 


WITH PATENTED RENEWABLE LINERS 












Because perented, renewable liners . . . an EX- 
CLUSIVE Westco development . . . permit the 
liquid channels to be replaced WITHOUT chang- 
ing the pump covers! Know these four BIG ed- 
ventages . . . you'll know why Westco will 
help you cut your pumping costs— 
SERVICE FROM PUMP 
CASING .. . liners protect pump body forever 
against internal erosion. 
SHUT 











impeller and liners can be easily replaced, providi 
plete “standby” protection at « fraction of the usual price. 
LOW INITIAL COST on special metal pumps . . . due 
's caaetis Sapien oe contending RENEWABLE 
EXTRA AGAINST oBsotes. “2¥ERS PAT.) 
CENCE .. . pump capacity and range can be altered by cee none S 
changing impeller and liners. vaned impeller in 
between 
the patented, res 
newe' ners. 


APPLICA- 
TIONS. 










. 

e for either 

belt drive appl 
ti 


ling drive hook-up 
(left). All models 


AUTOMATIC ADJUSTMENT. Cheracteristic of <2" b¢ eavipped 
Westco is the wide range operation which maintains cape- with soll.priming 


city uniformity despite changes in head. Just select the 
unit for the maximum head, and the pump handles reduced slight additional 


feature (right), at 








Tube-Ice Machine 


Automatic Unit Makes Ice or Cools Water 


Uses — Wide application 
in food and _ chemical 
processing industries, in- 
cluding such plants as 
milk, fish packing, meat 
packing, breweries, dye, 
etc., to provide “sized” 
ice. 

Features—Provides clear, 
tasteless ice. Direct ap- 
plication of the refriger- 
ant eliminates all costs 
incidental to brine sys- 
tems and permits higher 
evaporating pressures 
with resultant power 
economy. In addition to 
making ice, unit can also 
be used for water cooling 
by merely raising evap- 
orating pressure above 
that required for making 
ice. “Solid” cylinder 
lengths of ice may be 
varied to suit needs by 
changing cutter. 
Operation—Machine_ con- 
sists of one or more ver- 
tical tubular shells, an ac- 
cumulator, piping, valves 
and automatic controls 
(see diagram of typical 
single shell unit). Water 
is pumped to top of each 
shell and flows downward 
along inside walls of 
tubes into a water tank 
below. The liquid re- 
frigerant is admitted into 
shells and surrounds 
tubes, thereby freezing water and producing cylinders of 
ice in the tubes. Timing mechanism, operating through 
valves, automatically controls functions of machine 
whereby cycle of operations may be adjusted from time 
to time to produce either hollow or “solid” cylinder as 
desired. 

To free ice from tubes, refrigerant is removed from shell 
by admittance of high pressure, warm gas from condenser, 
which causes slight melting of tube surface. Ice cylin- 
ders, after thawing, drop by gravity to a revolving cutter 
which shears them to desired length and then discharges 
them into bin or conveyor for delivery where required. 
Description—Machines are available in sizes ranging from 
3 tons (ice making) up to any desired capacity. 

HENRY VOGT MACHINE CO., Dept. FEP, 10th & 


Ormsby St., Louisville, Ky. 
When inquiring specify FEP550 — see information request blank, pgs. 12-13 





Standard Taper Inter- 


changeable Ground Joint 


Straight Side Walls Permit More Convenient 
Mounting 


Features—Joints have cylindrical (straight) outside walls 
as contrasted with the customary tapered construction. 
Manufacturer states that these new straight side walls 
permit more convenient mounting with the usual rubber 
covered ringstand clamps, and provide a firmer, more 


-csnutonenewe on rigid clamping; also that the new construction insures 
t110 omen " ° MICRO-WESTCO, INC. greater mechanical strength in the joint itself. 









Nome 


57006 State St. BETTENDORF, IOWA 


Addvon 






City 


——— 


When inquiring specify FEP549 — see information request blank, pgs. 12-13 





Description—Material is Pyrex and joints are made up 
to and including 45/50 (full length only). “Evolution of 
Standard Taper Ground Joints” is available on request. 


CORNING GLASS WORKS, Dept. FEP, Corning, N. Y. 
When inquiring specify FEP551 — see information request blank, pgs. 12-13 
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(Uses y% usual space) 


Safe 


(Avoids explosion hazards) 


Economical 


eders, easy to as 


(Eliminates ve it does severa 


semble, one un 
jobs) 


Yes... 

Redlers convey-el- 

evate in one unit...ina 

fraction of the usual space . . . 
pulverized, granular, lump and flaky ma- 
terials. But they also ELIMINATE BATCH- 
ING, move an even, continuous flow of 
bulk material to processing machines or 
omer conveyors. Check up in Data Book 


STEPHENS-ADAMSON 
—Mfg. Co.— 
17 RIDGEWAY AVE., AURORA, ILL. 
Los Angeles, Cal. Belleville, Ont. 


RT TLL A $7 


When inquiring specify FEPS52 — see information request blank, pgs. 12-13 
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EASTERN is the word for 
MIXERS 
Sanitary Economical 


Eastern mixers are especially adaptable for 
food mixing processes as they are abso- 
lutely oil tight and, in stainless steel or 

Monel metal, they can impart no taint 
to the product. These metals are easy 
to keep clean, and never tarnish. For 
clean, economical mixing of syrups, 

fruit pulp, baby foods, mincemeat, 
tomato products, preserves, butter- 
milk, soups, yeast products, ex- 
tracts, vegetable oils and many 
other food products too numer- 
ous to mention, Eastern Mixers 
are unsurpassed. Write for 
catalog describing complete 
line. 


Model H-! 
Portable 


STAINLESS STEEL 
MIDGET PUMPS 


The Eastern line of midget 
pumps is so complete that 
our engineers can (and do) 
fit out just about any lab- 
oratory or manufacturing 
requirement. Six basic mod- 
els, with innumerable varia- 
tions, enable Eastern's ex- 
perienced engineers to lick 
practically any midget pump 
requirement. Write for cat- 
alog manual, “Eastern Mid- 
et Pumps." Prices from 
20.35 up. 


Model E 
For continuous heavy duty. 
Type: Centrifugal. ~- 
Size: 6%" x3%4" x3” 
Weight: 6 Ibs. 1/20 H.P. fan-cooled 
niversal motor, 115 volts D.C. 
or 25-60 cycles A.C. 
Maximum capacity: 7/2 gals. per min. 
cannes pressure: 20-25 Ibs. per sq. 
neh. 


EASTERN ENGINEERING CO. 


44 Fox St., New Haven, Conn. 





When inquiring specify FEP553 — see information request blank, pgs. 12-13 
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USERS SAY: 


el 
assures a much stronger carton! 
.a neater and better job!” 
t-7hT-TaeLe 


Piel ait MeL mela doubled!” 


asout ACME gilucrdtitchow. 
ano dilverdstitch 









HY not let this carton stitching team also work for you? Box stitching 
costs will be lower—stapling better and faster. Acme Silverstitchers and 
Silverstitch are built to perform together. Silverstitchers are available in three 


types—there’s one for every stitching job. Write for full details. 


ATME STEEL COMPANY 


2819 Archer Avenue, Chicago, Illinois 
Pel tea ae Oy es ele ee ee 





When inquiring specify FEP554 -- see information request blank, pgs. 12-13 
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Double Corn Husker 


Increases Husking Speed: Eliminates Bruising 


Uses—Meets husk- 
ing requirements 

of cream - style 
corn packers but 
eliminates __ bruis- 
ing problems en- 
countered by pack- 
ers of small Gold- 
en Bantam corn- 
on - the - cob. Has 
capacity of two 
tons of husked 
corn per hour—all 
the corn two op- 
erators can feed— 
the unit is suita- 
ble for all sizes 
and varieties of corn. 
Features—New type husking hopper, with vibrating sides 
and partitions, completely overcomes any tendency of 
ears to bunch up and clog the machine. Husk loosening 
mechanism is self-cleaning and self-adjusting to various 
sizes and ears. Proper trimming of corn butts is assured 
by a butting device which aligns ears properly with but- 
ting knives. Machine offers savings in inspection, trim- 
ming and rehusking as well as savings from elimination 
of broken and bruised corn. ; 

Performance—User states that machine was watched for 
three hours, forty-eight minutes straight before machine 
missed a single ear; that is, not an ear coming from 
machine had a ribbon of husk left on it and did not show 
any green. 

Description—Four husking rollers are made of spirally- 
grooved, semi-hard rubber, which grip and remove husks. 
Each roller is divided into three sections which can be 
quickly interchanged to provide even distribution of 
wear. Husk loosening mechanism operates on corn as it 
passes over feed table. Husks are ripped and loosened 
by this preliminary operation thus making the later husk- 
ing operation more efficient. 

FOOD MACHINERY CORP., Dept. FEP, Hoopeston, III. 


When inquiring specify FEPS555 see information request blank, pgs. 12-13 





Lantern Ring Puller 
Now Built-In 


Eliminates “Fishing” For Hard-To-Remove 
Lantern Rings 


Uses — Con- 
struction is 
well adapted to 
most types of 
stuffing boxes. 
Features — By 
making remov- 
al of entire lan- 
tern ring a 
matter of a few 
seconds, main- 
tenance men 
sure to replace 
packing below 
the ring as well 
as above, thus 
reducing wear and lengthening operating life. “Fishing” 
for hard-to-remove lantern rings is eliminated entirely 
as is the risk of marring or scratching “frozen” rings, and 
damage to shaft. Operation is simple. 

Operation—Once the upper packing is removed, puller 
bolts are threaded into the lantern ring (see details in 
illustration). Compressor nuts are used below the com- 
pressor ears to pull out the entire assembly. 


MIXNIG EQUIPMENT CO., Dept. FEP, 1085 Garson 


Ave., Rochester, N. Y. 
When inquiring specify FEP556 





see information request blank, pgs. 12-13 
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Duplex Metal Tubing 


Bi-Metal Construction For Severe Corrosive 
Conditions 


Uses — Compos- 
ite tubing has 
many  applica- 
tions in indus- 
trial processing 
— food, sugar 
refineries, etc. 
For refinery 
work, tubing made of steel outside for corrosive oil 
vapors and copper inside for circulating fresh water has 
been found satisfactory; steel outside and Admiralty brass 
inside for circulating salt water. Other applications in- 
clude Admiralty brass outside for circulating brackish 
water and aluminum inside for certain chemicals; in 
refrigeration plants using ammonia, steel outside resists 
ammonia attack and copper inside resists circulating 
water corrosion. Widely used as heat exchanger tubes. 
Features—Bi-metal or duplex construction permits treat- 
ing two distinct corrosive problems—inside and outside— 
separately with two metals for specific corrosive condi- 
tions. Such construction prolongs tube life. Special 
processing of tubing provides close contact between two 
metals in composite tube without interfering with heat 
transfer where it is needed. 

Description—Almost any combination of metals and alloys 
can be used and, in addition to those mentioned above, 
cupro-nickel can be used outside and red brass inside; 
stainless steel outside and Admiralty brass inside; steel 
outside and aluminum brass inside, etc. Illustrations 
show construction of tubing. Present sizes are limited to 
2” outside diameter. Where Duplex tubes have to be 
expanded or rolled into a tube sheet, manufacturer sup- 
plies them with annealed or tempered ends suitable for 
this operation. Technical bulletin is available. 
BRIDGEPORT BRASS CO., Dept. FEP, Bridgeport, Conn. 


When inquiring specify FEPS557 see information request blank, pgs. 12-13 





Oo. 
Sanitary Union Nut 


Complete Removal From Pipe Line For Cleaning 


Features — Design is 
such that when loos- 
ened and tilted slight- 
ly, nut can be sepa- 
rated entirely from 
pipe line. Complete 
removal permits ster- 
ilizing inside threads 
which are inacessible 
on “captive” type nuts. 
Description—Nuts are available in all 
standard sizes. They can be used to re- 
place old nuts on any pipe line by simply 
sawing off old nuts and inserting the 
new ones. Savings effected on replace- 
ment of broken or battered nuts. 

L. C. THOMSEN & SONS, Dept. FEP, 


Kenosha, Wisconsin. 
When inquiring specify FEP558 








see information request blank, pgs. 12-13 


Have You a “‘New Solution’’? 


If you have recently solved a problem in any line 
of food manufacturing, through a new application 
or new use of your regular products, The Editors 
invite you to submit the facts for publication in this 
department .. . in over 32,000 copies. 


In submitting your “solution” please be sure to give 
the pertinent facts of (a) the problem, (b) just what 
was done and (c) what the results were. 


Send to Editors, FOOD EQUIPMENT PREVIEW 


737 N. Michigan Ave. 
SS 


Chicago 
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Centrifugal Pumps 


Easily Dismantled For Inspection, Replacement, 
Ete. 


Uses—General serv- 
ice centrifugal type 
pumps are for all 
types of services to 
meet wide variety 
of pumping condi- 
tions. Can be used 
for both ordinary 
service and for ex- 
tremely high tem- 
peratures down to 
sub-zero tempera- 
tures, handling both 
heavy and light liq- 
uids. 

Features — by re- 
moving shell head 
on front side of pump, impeller and all wearing parts 
within pump can be inspected, replaced and renewed 
without disturbing driver or any piping connection. 
Pumps are adaptable to any type of drive. 
Performance—Capacities range from 25 G.P.M. to 1400 
G.P.M. against discharge pressures up to 300 lbs. Pumps 
designed for maximum casing working pressure of 600 
lbs., are suitable for handling liquids up to 750 deg. F. 
at speeds ranging up to 3600 R.P.M. 

Description—Pumps supplied for cold service (upper) are 
foot-mounted while hot service pumps are centerline- 
mounted. Also, pump for hot service (lower) is arranged 
with water-cooled bearings, stuffing boxes and base ped- 
estals, including provisions for removable lagging, if de- 
sired. Units can be supplied either with or without 
auxiliary piping for water cooling and lantern ring seal 
oil lubrication. Parts coming in contact with liquids or 
acids can be fabricated in non-corrosive alloys. Pumps 
have vertical suction and discharge openings. 


PACIFIC PUMP WORKS, Dept. FEP, Huntington Park, 


Calif. 
When inquiring specify FEP559 


aece ees ie 
Bronze Globe Valve 
Stainless Steel Full Plug Type Disc and Seat 
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see information request blank, pgs. 12-1. 





Uses — Designed for throttling 
services on high temperature and 
high pressure steam lines. Also 
suitable for use on high pressure 
lines carrying boiler scales and 
other gritty substances which 
quickly wear ordinary seating ma- 
terials. For temperatures up to 
550 deg. F., in such industries as 
brewing, distilling, etc. 

Features — The full plug type 
stainless steel disc and seat is heat 
treated to Brinell Hardness of 500. 
Body is high strength bronze. 
Valve may be repacked under 
pressure because of back seating 
bevel machined in the hub which 
engages a seating surface on the 
stem. Seat and disc design, giving 
full contact when closed, provide extremely close control. 
Performance—Primary rating is 350 pounds steam at 
550 deg. F. Secondary rating is 1000 pounds oil, water 
and gas. 

Description—Stem is high strength Naval bronze with 
adequate resistance to galling and excessive wear. Body- 
bonnet joint, beveled and held in place with heavy union 
nut, assures tight joint even after bonnet has been re- 
moved for renewal of seat and disc. Made in various 
styles and sizes; No. 531-P made in eight sizes from %4” 
> 

READING-PRATT-CADY DIV., American Chain and 
Cable Co., Dept. FEP, Reading, Pa. 


When inquiring specify FEP560 -— see information request blank, pgs. 12-13 
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When inquiring specify FEP561 . . 


Mr. Claud Thompson, Plant Engi- 
neer, the Borden Farm Products Com- 
pany of Chicago says: “Failure of this 
air compressor was a constant source 
of worry to me. We had no standby 
unit. I never walked past it without 
wondering just when the flat belt 
drive might fail—and shut us down.” 
To insure continuous operation, 
Gates Vulco Ropes were installed on 
the 17th of May, 1932. Since that day 
the machine has operated 24-hours 
per day without a single interruption. 


tow 
SAVE MANY DOLLARS ! 


It’s very easy to learn for yourself how a V-belt with a concave side 
saves your money. 


Just take any V-belt and bend it (as illustrated in the photo above). 
As the belt bends, grip its sidewalls between your finger and thumb. You 
will feel those sides bulge outward. 


: = 
















Will Show You 





What Happens 
Mitty ee) 
V-Belt Bends 


If the belt is a straight-sided belt this bulging gives it a shape like 
that shown in figure 1 (on the left). Clearly this shape does not fit the 
sheave groove. 


But when you bend a belt that is built with the patented Concave side, 
you find that the sides become perfectly straight—as shown in figure 2. 
Here are the advantages: This shape exactly fits the sheave groove; this 
means uniform sidewall wear—longer life for the belt. Also, the full side of 
the belt is gripping the pulley, which means less slippage—a saving in belt 
wear and also in power. 


The concave side is a Gates patent. Only belts built by Gates are built 
with the concave side. 


THE GATES RUBBER COMPANY 


Engineering Offices and Stocks in All Large Industrial Centers 


se IVE’ 


BIRMINGHAM, ALA. LOS ANGELES, CAL. 
2240 E. Washington Bivd. 


1631 Ist Ave., South 
PORTLAND, ORE. SAN FRANCISCO, CAL. 
2700 16th Street 


333 N. W. Sth Avenue 








CHICAGO, ILL. 
1524 South Western Ave. 


HOBOKEN, N. J. 


Terminal Building 


DALLAS, TEX. 
2213 Griffin Street 


. see information request blank, pgs. 12-13 
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DENVER, COLO. 
999 South Broadway 
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STURDY 
PUMPS 


FOR THE CHEMICAL PLANT! 
2 | 7 





@ Look at these extra val- 
ves that make the Taber 
“General-Use" Centrifugal 
Pump (Fig. 6041) more 
suitable for the processing 
industry: Deeper Stuffing 
Box...Extra Shaft Diame- 
ter... Over-size Ball Bear- ° 
ings... Built for YOUR job! 
Built-in reasons for Taber's 
wider acceptability! 





@ For use with evapora- 
tors under vacuum, Taber 
offers Fig. 6043, with 
sealing chamber around 
the Stuffing Box. In other 
applications, some prefer 
this chamber for collecting unavoidable drip. Send for helpful Bulletin 
CLVS-339 and find out how to save on YOUR pumping operations. 5398 


TABER PUMP CO. (iis) 322 Elm St., Buffalo, N.Y. 


ma Me am Lee me ery 


When inquiring specify FEP662 — see information request blank, pgs. 12-13 





BY ACTUAL 


- meet the most exacting requirements. 
MONEY SAVING ECONOMY—Oper- 


a and m 
SIMPLICIPY OF 
easier to 


FOUNDRY EQUIPMENT CO. 


604 5. BYRKIT ST MISHAWARKA, IND 





When inquiring specify FEP663 — see information request blank, pgs. 12-13 
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Pneumatic Atomizing 
Nozzle 


Uses—For many chemical and industrial processes and 
for humidifying applications. 

Description — Nozzle is available with internally-mixed 
round or flat spray; fluid shut-off needle is optional. Air 
connection (see cut) is %” and the fluid connection is %” 





pipe thread. Strainer is removable. Standard stock con- 
struction is brass with Monel metal strainer, while other 
metals can be specified for particular applications. 


SPRAYING SYSTEMS CO., Dept. FEP, 4037 West Lake 
St., Chicago, Il. 


When inquiring specify FEP564 — see information request blank, pgs. 12-13 
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“Bulkbinding” Truck 


Takes Steel Strapping Equipment to Operations 
Point 


Uses—Used in bulkbinding opera- 
tions for transporting coils of steel 
strapping and application tools for 
points of operation. 
Features—Steep strap coil cradles 
are adjustable for various widths of 
strapping and will accomodate three 
sizes at the same time. Each size 
may be dispensed independently, or 
any combination can be dispensed 
simultaneously. Design of cradles 
and rollers reduces effort required 
for dispensing steel strap and elim- 
inates all back-lashing. 
Description—Roller bearing, rub- 
ber-tired wheels are used for quiet 
operation, easy rolling and floor 
protection. 7” diameter wheels are used for normal 
usage, but 12” wheels are provided for applications where 
strap and tools must be transported over rough ground, 
railroad tracks, etc. 

SIGNODE STEEL STRAPPING CO., Dept. FEP, 2607 N. 
Western Ave., Chicago, Ill. 


When inquiring specify FEP565 — see information request blank, pgs. 12-13 
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Quick-Drying Inks 
Prevent Offsetting Immediately After Printing 


Uses—“Hydry” inks of particular interest to producers 
of bread wrappers, paper milk cartons, food packages, etc. 
Features—Inks are odorless, unusually quick-drying and 
preventing offset immediately after printing. Can be 
used on standard presses equipped with rubber rollers. 
Performance—<According to the manufacturers, when used 
on rubber rollers in printing bread wrappers, it is possible 
to print, wax, rewind and ship finished product in a 
few hours. In manufacture of paper milk cartons, it is 
‘possible to print, dry, die cut, strip and glue in a con- 
tinuous operation at high speed. 

Description—Inks are composed of pigments and special 
varnish, the varnish consisting of a synthetic resin and 
an odorless organic solvent having a very low vapor 
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“ano it’s as SIMPLE 10 SET 


AS LETTING AIR INTO—OR OUT 
OF—AN AUTOMOBILE TIRE!” 






A Foster Type 39-9! 
Pressure Reducing 
Regulator bein 
loaded by a hand 
pump. This type is 
built for initial pres- 
sures up to 2500 
pounds per square 
inch; for delivery 
pressures up to 1200 
pounds per square 
inch; and for tem- 
peratures up to 1000 
degrees Fahrenheit. 


bottle increases the delivery 
pressure, while opening the check 
valve in the dome decreases the 
delivery pressure. 

Maintenance? There are no 
large sliding surfaces or side 
thrusts, no stuffing boxes—so few 
moving parts that this valve can 
be installed and forgotten be- 
tween routine inspections—which, 
incidentally, can be made in a 
matter of minutes. 

If accurate regulation or con- 
trol of steam, hot gases, or hot 
liquids is your problem, why not 
send for complete information on 
this valve? Simply ask for Bulle- 
tin 10. No cost, no obligation. 


FOSTER ENGINEERING 


129 MONROE STREET GOMpany 


NEWARK, NEW JERSEY 
see information request blank, pgs. 12-13 


Simplicity of loading is one of 
the outstanding features of the 
new Foster Type 39-Q1 Pressure 
Reducing Regulator — but this 
valve has ofher features, too, that 
insure top performance. 

There are no operating springs, 
no weights in this simple regula- 
tor. A constant load is imposed 
by the air in the dome—accuracy 
of regulation is unaffected by 
spring deflection and hysteresis. 

Adjustment? Simply change 
the dome load and you change 
the delivery pressure. A few 
strokes of a hand pump or a 
"shot" from a compressed gas 


When inquiring specify FEPS566 


pressure and a very high boiling point. Resin is soluble 
in both solvent and mixture of solvent and limited amount 
of water. These inks are distributed in usual manner, 
but immediately after being applied, the sheet is sub- 
jected to application of steam. This increases water 
content of surface of ink and a thin, hard film is instantly 
formed over printed surface preventing ink from off- 
setting on subsequent rolling or stacking. For using 
these inks a steam applicator and rubber press rollers 
must be used. Inks have no deleterious effects on rubber 
rollers. 

E. J. KELLY CO., Dept. FEP, Kalamazoo, Mich. 

When inquiring specify FEP567 — see information request blank, pgs. 12-13 
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“Retractable Anvil” 


‘Carton Stapling Machine 


Seals Ends of Long, Small Cross Section Cartons 


Features — Stapl- 
ing machine elim- 
inates all lifting 
and handling of 
filled cartons and 
effects savings in 
sealing costs on 
long, small cross 
section cartons. 
Operation — Ac- 
companying illustration shows how these long hard-to- 
handle cartons, laid flat on the conveyor, filled with mer- 
chandise, are guided and centered between the two 
“retractable anvil” stapling units so that both ends are 
securely sealed at the same time. High speed machine 
drives and clinches four staples, two into each end of 
carton, with each stroke of the machine. 


INTERNATIONAL STAPLE & MACHINE CO., Dept. 
FEP, 116 N. 7th St., Philadelphia, Pa. 


When inquiring specify FEPS568 — see information request blank, pgs. 12-13 
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DO YOU... 
GUESS or KNOW? 


Guessing even costs money at 
horse races ... but in recording 
industrial temperatures, guessing 
has no place. 

You can eliminate all guesswork 
if PALMER Mercury-Actuated 
Recording Thermometers are on 
the job... they are built to be 
extremely sensitive and very ac- 
curate, and to give trouble-free 
service for many months... with 
the price very reasonable. 

Our guarantee of complete sat- 
isfaction or your money back is 
your insurance against buying a 
Recording Thermometer that isn’t 
all we claim for it. 

Let us send you Bulletin No. 
1300 today . . . without obligation. 


Easy Reading Dial 


helps to take guessing out of temperature 
reading. It carries the same guarantee of 
satisfactory results or your money back. 





This mercury-actuated DIAL Thermom- 
eter made by PALMER is an investmen: 
you will never regret . . . built to. register 
temperatures quickly, accurately, and to 
stand up in the toughest industrial applica- 
tions. 


There is no obligation to get all the facts 
. Write for Bulletin No. 1500 today. 


THE PALMER COMPANY 


Mtgr. Industrial, Laboratory, Dial and Recording Thermometers 
2519 NORWOOD AVE., CINCINNATI, NORWOOD, OHIO 
Canadian Plant: King & George Sts., Toronto 


When inquiring specify FEP569 





- see information request blank, pgs. 12-13 


Folding and Removable 
Vise Bracket 


Uses—Designed to reduce working effort by locating vise 
at a convenient height and providing ample room for use 
of large wrenches, pipe threading tools, pipe cutters, etc. 
When in working position, bracket provides rigid support 
for threading, filing, sawing and other heavy work. 
Features—Bracket can be attached or removed in an in- 
stant, or can be folded back into the truck out of the way. 
Description—Unit is of all-steel construction and is easily 
attached to floor of a truck and can be used for mounting 
either a pipe or machinist’s vise. 


JIFFYON MFG. CO., Dept. FEP 1752 South Taylor Rd., 


Cleveland Heights, Ohio. 
When inquiring specify FEPS70 


Safety Steel Floor Mat 


Flexible, Non-Skid Grid Can Be Rolled Up 
Like Rug 


see information request blank, pgs. 12-13 


Uses — Widespread 
industrial usage to 
prevent _ slipping, 
keep feet dry, elim- 
inate litter, etc. in 
such applications as 
at top and base of 
stairways, in front 
of machines of all 
types, on loading 
platforms and run- 
ways, etc. 

Features—Mats roll 
up like a rug, lie 
flat, are indestructi- 
ble, self - cleaning 
and non-skid. Cannot creep or wrinkle. 








Cleaning is 





FOOD EQUIPMENT PREVIEW 


simple by either rolling up mat and sweeping underneath 
or by immersing rolled-up mat in cleaning solution and 
draining. 

Description—These steel safety mats are made from 5” 
x .065 special analysis steel and formed into a 1%” x 
1%” mesh. Mats can be furnished cut to any length up 
to 25 feet; any width up to 6 feet; and are supplied in 
multiples of these dimensions. Ends of adjacent mats 
are joined together with stringing wire, with only one 
wire required for each connection. Joinings cannot be 
detected and there are no rough sides, as all edges are 
turned and finished. Mats can be electro-galvanized when 
specified. 

WM. F. KLEMP CO., Dept. FEP, 6601 S. Melvina Ave., 


Chicago, Ill. 
When inquiring specify FEPS71 


54 Lb. Centrifugal Pump 


Automatic Governor Speeds Motor When Pump 
Catches Prime 


see information request blank, pgs. 12-13 


Uses — Applications in- 
clude pumping. water 
from excavations, keep- 
ing seepage levels, low, 
etc. 

Features — Light weight 
pump for portable use— 
weighs 54 lbs. Engine 
has automatic governor 
that speeds up motor 
when pump catches its 
prime and starts to lift 
water, thus eliminating 
possibility of putting too 
much strain on power 
unit at low speeds. 
Description—3000 GPH pump has large semi-steel recir- 
culating water chamber equipped with aluminum cap to 
save weight and is powered by an easy-starting, single 
cylinder, air-cooled engine of %4 to one horsepower. De- 
sign includes a “peeler’—a device that “peels” the air 
from the whirling impeller and speeds up the prime. 
Overall dimensions are 15-%” long, 11-%” wide by 
15-34” high. 

CHAIN BELT CO., Dept. FEP, Milwaukee, Wisconsin. 


When inquiring specify FEPS72 see information request blank, pgs. 12-13 


Acid-Resistant Label 
Gluing Machine 


No Pre-Gumming of Labels Required 





Uses — Hand - oper- 
ated machine will 
accommodate sur- 
faces up to 11%”, 
for labels, stamps, 
stickers, seals, etc. 
Features — Unit is 
constructed entirely 
of bronze to resist 
acid and to elimi- 
nate corrosion pos- 
sibilities. Operates 
freely with one 
hand, has simple construction without any parts to get 
out of order, and is easy to clean. 

Description—Two rollers operate on the offset principle 
and spread a thin film of glue evenly to the farthest cor- 
ners of label. This action produces a clean, smooth 
labeling surface without necessity of wiping off excess 
glue. Application is made by placing label against the 
adjustable guide and then drawing it over the pair of 
rollers. Same model of machine can be supplied with a 
heating unit thermostat control for dispensing hot glue. 


GLUE-FAST EQUIPMENT CO., INC., Dept. FEP, 30 


West 15th St., New York, N. Y. 
When inquiring specify FEPS573 — see information request blank, pgs. 12-13 
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INDUSTRY CHOOSES YALE! 


PO aaa 


MAKE YALE ELECTRIC TRUCKS 


the buy! 


Sturdy spur-geared drive unit, Cam-O 
Tactor controller, special drive wheels 
and equalizing brake—you get them 
all with Yale. 

Whatever the need... whatever the 
lead ... there’s a Yale Electric Truck 
ready to do the job with greater 
costo seen a 

The trucks illustrated are representa 
tive of the range and capacity of Elec 
tric trucks that Yale offers industry. 
The complete line is illustrated in a 
new FREE catalog. 







Low-Lift, 6,000 lb. Capacity, 
Electric Platform Truck with 
2,000 lb. Capacity Crane. 









SEND FOR IT! 
High-Lift Electric Platform 
Truck—Capacities up to 


CYALE-) 
Center-Control Tilting 
Fork Truck —Capacities 
up to 25, 000 lbs, 
: Pi 60,000 lbs. 


THE YALE & eae = co. 





Name 


Address 








When inquiring specify FEP574 see information request blank, pgs. 12-13 
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Screening 
waste water 








recovers 

valuable solids 
... reduces 
pollution! 





Link-Belt vibrating screen with a 24° x 48” 
screening surface, as used wel Or separating solids 
from waste water at a cherry canning plant. 


Most industries have the common problem of how 
to handle waste water in order to reduce pollution and 
clogging of streams they use for such disposal. The 
answer to this problem has brought an extra benefit, 
for by screening their waste-water many plants are 
recovering valuable solids and, at the same time, 
definitely reducing pollution. 


=| SEND FOR THIS FREE FOLDER 


Write today and see how a Link-Belt vibrating screen 

can solve your waste water problem. Change an expense 

\ to a profit—write for your copy of this new folder now! 
Ask for No. FEP1877. 


LINK-BELT COMPANY 
307 N. Michigan Ave., Chicago 








When inquiring specify FEP6575 — see information request blank, pgs. 12-13 
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Dry Cans, Calenders, Slashers, 
lroners or other machines with 
steam or liquid-filled cylinders 


—keeps unble out 


LL the troubles of the old style stuffing boxes and 
steamfits—-the constant oiling, adjusting and inspect- 
ing, the periodic repccking—-have been eliminated com- 
pletely by the Johnson Rotary Pressure Joint. The drawing 
below shows how this has been accomplished, and how 
lateral and angular flexibility has been provided to com- 
pensate for misalignment. 

Equally important—especially today when speed is so 
vital-—is the fact that the Johnson Joint has helped 
hundreds of plants to step up production. Modern, more 






















efficient methods of syphon roll drainage accomplish this 
—made simpler and easier with the Johnson Rotary 
Pressure Joint. 


Write for new Bulletin. 
THE MODERN STUFFING 
BOX 


Nipple (1), fastened to roll. 
Sliding collar (2) keyed (6) to 
nipple. Carbon graphite seal 
ring (3) and bearing ring (4). 
which eliminate oiling and 
packing. Spring (5) is for ini- 
tial seating only—joint is actu. 
ally pressure-sealed. 


THE JOHNSON CORP. 
834 Wood St. 
Three Rivers, Mich. 


Me BL) LB 


When inquiring specify FEPS76 — see information request blank, pgs. 12-13 





ROTARY 
PRESSURE 








No one cleaner, or even a group of cleaners can solve all your 
cleaning problems. 
Practically every food plant cleaning problem is a special one. 


MAGNUS}jCLEANERS 
for food plants are highly specialized. There is a type designed 
to meet the special conditions of cleaning all types of floors; 
specialized equipment of all kinds from pasteurizers to candy 
kettles, deep fat fryers to filter cloths; smoke houses; bottles, 
dishes, milk cans and all kinds of containers—practically every 
type of cleaning operation in the food plant or its retail outlets. 
There are Magnus Handbooks and Bulletins covering many of 
rear cleaning operations. It will pay you to study them care- 


° ASK FOR YOUR COPIES 
MAGNUS CHEMICAL CO., INC. 


Manufacturers of Cleaning Materials, Industrial Soaps, Metallic 
Soaps, Sulfonated Oils, Emulsifying Agents and Metal Working 


Lubricants. 
173 South Avenue Garwood, N. J. 


W MAGNUS CLEANERS 


When inquiring specify FEPS77 — see information request blank, pgs. 12-13 
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Automatic Cap Feed 


Handles Fragile Or Delicately Finished Caps 


Uses—For handling 
metal and plastic 
turn-on closures for 
bottles, cans and 
jars, ete. Particu- 
larly suited for han- 
dling metal service 
caps for catsup and 
sauce bottles, spe- 
cial caps for cos- 
metic containers, 
long skirt plastic 
molded caps for bar 
service liquor bot- 
tles and many other 
closures either con- 
tinuous thread or 
lug type, too fragile 
or delicately finished for ordinary machine handling. 
Features—Machine may be used to supply closures to 
pneumatic single head, two-head or four-head capper, or 
may be operated as a separate unit to automatically sort 
and convey caps to cap lining machines in a hook-up of 
cap processing equipment. 

Performance—When used with four-head capper, unit 
will sort and feed caps at speed of 100 to 120 per minute. 
Speed is 60-70 per minute when used with two-head 
capper, and 40-50 per minute with single head. As a 
separate unit, cap feed will supply 300 caps per minute. 
Operation—Inclined “switch track” is used for directing 
caps out of hopper and gently turning them about so that 
they will enter capping machine delivery chute the same 
way. Each closure is handled individually to avoid 
jumbling of large mass of caps in hopper. Machine is of 
heavy duty construction and is equipped with a vari- 
speed drive. 

PNEUMATIC SCALE CORP., LTD., Dept. FEP, 84 New- 
port Ave., North Quincy, Mass. 

When inquiring specify FEP578 — see information request blank, pss. 12-13 
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Wall Bracket For 
Fire Extinguisher 


Uses—For use with 
2% gallon capacity 
extinguishers and 
for mounting in 
halls and corridors 
where traffic is 
heavy. 

Features — Firm 
mounting and brac- 
ket protects extin- 
guishers from 
swinging against or 
scratching walls and 
from being knocked 
off wall with result- 
ing damage to unit 
or discharge of its 
contents. 
Description — Brac- 
ket has a long steel 
band at the back 
extending the length 
of the extinguisher. Two-point suspension is provided. 
At the top it slides into standard supporting loop on 
extinguisher; at bottom a semi-circular holder fits into 
and around apron of extinguisher to prevent sidesway. 
Extinguisher, though firmly held by bracket, may be 
easily and quickly removed for fire emergency by raising 
it two inches. 





PYRENE MFG. CO., Dept. FEP, 560 Belmont Ave., 
Newark, N. J. 


When inquiring specify FEPS79 — see information request blank, pgs. 12-13 
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Butterfly Valve 


1 Hand-Lever Thrust or 6 Hand-Wheel Turns 
Complete Full Valve Movement 


Uses — For air, steam and 
liquid control. 

Features—Pair of adjustable stops 
used to stop vane in either of two 
set positions between “open” and 
“closed.” This permits constant 
duplication of any set maximum or 
minimum opening, in addition to 
full-open and tight-closed positions. 
Light weight; less space and sup- 
porting structure required. One 
thrust of hand-lever or six turns of 
hand-wheel complete full value movement. 
Performance—Maker guarantees for operating pressures 
up to 150 pounds and higher, as well as sub-zero tem- 
peratures. 

Description—Line of valves includes standard range of 
sizes from 2 to 48 inches for working pressures up to 15 
pounds. All valves have a graduated dial and pointer 
for exterior determination of butterfly vane. Hand- 
wheel assembly operates through a self-locking worm 
and quadrant and is arranged on side of housing so 
wheel can be located in convenient position. Wheels, 
worm and quadrant can be omitted and a lever connected 
directly to butterfly vane shaft for hand-lever operation. 
Also available for motor, solenoid and high pressure 
steam remote control. 

R-S PRODUCTS CORP., Dept. FEP, 4528 Germantown 
Ave., Philadelphia, Pa. 


When inquiring specify FEP 580 — see information request blank, pgs. 12-13 


‘Acdeaenaicaingeat aia eas 


Screw Lift 


Vertical Conveyor 
Dust-Tight, Moisture-Proof Unit Operates 
In Tubular Casing 


Uses—Designed to simplify 
and reduce cost of hand- 
ling such bulk materials as 
limestone, cement, grains, 
cereals, flour, meals, pea- 
nuts, cotton seed, coffee, 
etc. 

Features—Installation cost 
is low with minimum space 
requirements. Feeder can 
be arranged to suit any 
operating need. It consists 
of a horizontal helicoid 
screw conveyor connected 
to the Screw-Lift. Screw- 
Lift may be driven from 
top or bottom and its en- 
tire weight is suspended 
from a top thrust bearing. 
The discarge is flexible. 
Unit is compact, dust-tight, 
moisture-proof. 
Description — Driving 
mechanism consists of a 
totally enclosed lubricated 
drive unit with forged 
steel cut-tooth gears. Tim- 
ken roller bearings are 
provided to carry all thrust 
and radial loads. .Erection 
and dismantling are easily 
handled; there are few operating parts and the power 
requirement is but slightly more than for bucket elevators 
of similar capacity. 

SCREW CONVEYOR CORP., Dept. FEP, 701 Hoffman 


St., Hammond, Ind. 
When inquiring specify FEP581 


gas, 












- see information request blank, pgs. 12-13 
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FOOD EQUIPMENT PREVIEW 


INSTRUMENTS OF CONTROL 





New developments in control instruments 
for Production . . for Laboratory 





Simple, Direct-Set 


Ratio Controller 


Ratio Changed By Screwdriver Adjustment on 
Calibrated Dial 


Uses—For applica- 
tions where a tem- 
perature, pressure, 
rate of flow or li- 
quid level must be 
controlled in a de- 
sired ratio or differ- 
ential to another re- 
lated variable. Many 
applications in food 
and chemical proc- 
essing industries. 
Features — Ratio is 
changed by a sim- 
ple screwdriver ad- 
justment directly on 
a calibrated’ dial 
throughout the 
range of 0:1 to 3:1, 
direct or inverse. It 
is not necessary to disturb processing or remove chart 
plate while making ratio adjustment. 

Description—Ratio controller has two measuring systems: 
the adjusting system which indicates or records only, 
and the controlling system which may either indicate or 
record. Adjusting system resets the control point of con- 
trolling system through a linkage arrangement according 
to a pre-determined ratio. Action of controlling system 
may be used as a single duty bi-recording controller when 
ratio setting is zero. Both indicating and recording 
models of the ratio controller are available with fixed 
high sensitivity, adjustable sensitivity, adjustable sensi- 
tivity with automatic reset, adjustable sensitivity with 
pre-act ,and adjustable sensitivity with automatic reset 
and pre-act. Bulletin No. 98158 contains complete de- 
scription of instrument. 

TAYLOR INSTRUMENT COMPANIES, Dept. FEP, Ro- 


chester, N. Y. 
When inquiring specify FEPS582 — see information request blank, pgs. 12-13 


Fluorescence Meter 


Reading Instability Eliminated; Strictly Repro- 
ducible Measurements Obtained 





Uses—Photoelec- [yr 
tric instrument 
for measuring 
the fluorescence 
of a solution as 
required, for in- 
stance, in the 
thiochrome meth- 
od of determin- 
ing Vitamin B: 
and in the meth- ‘ 
od of D. B. Hand iz ENS 

for determining 

Vitamin B:. Same instrument can be used for transmis- 
sion measurements. Such measurements, involving ultra- 
violet absorption, can be used to determine Vitamin A 
concentration. By replacing mercury vapor lamp with 
an incandescent lamp instrument can be used for deter- 
mination, by means of transmission in the visible field, 
of Vitamins C, D, E, carotene and nicotinic acid as well 








An eatin oe 


as for general colorimetric and abridged spectrophoto- 
metric work. Special reflection search unit can be con- 
nected to instrument for taking reflection measurements 
on solids, powders, and opaque liquids. 
Features—Instability of readings, caused by fluctuations 
of light output of mercury vapor lamp, is eliminated and 
strictly reproducible measurements are obtained by use 
of a balanced bridge circuit. Ratio of current produced 
by cells is used to measure fluorescence so that change 
in light output, acting equally on both measuring and 
balance cells, has no effect upon readings. Two high- 
sensitivity, self-generating photocells, acting in parallel, 
are arranged on two sides of sample holder so as to utilize 
greatest possible amount of fluorescence and to permit 
meaurement of extremely low concentrations. 
Description—Mercury vapor lamp, with an all-quartz 
envelope and highly concentrated mercury arc, serves as 
the exciting lamp. Lamp is high-pressure type, having 
strong emission in the particular ultraviolet region which 
causes fluorescence. Light enters sample holder in a 
strictly parallel beam. About 12 cc of liquid are suffi- 
cient for fluorescence determination. Color filters between 
sample holder and photocells eliminate influence of pri- 
mary light, thus excluding effect of turbidity. Current 
indicator is a high-sensitivity, multiple-reflection gal- 
vanometer. This serves as zero instrument to indicate 
circuit being in balance so that calibration chart is not 
required. Readings are taken directly on dial of a slide 
wire of linear characteristics. More complete details are 
available from— 

PHOTOVOLT CORP., Dept. FEP, 95 Madison Ave., New 
York, N. Y. 

When inquiring specify FEP583 — Ss information request blank, pgs. 12-13 


Laboratory Centrifuge 


Retaining Tubes At Fixed Angle Speeds 
Sedimentation 


Uses — For laboratory 
applications. 

Features — “Centricone’ 
uses principle of retain- 
ing tubes at a fixed 
angle; this accelerates 
sedimentation. Because 
of fixed angle of tubes, 
with no_ swinging of 
tubes in a vertical plane, 
particles need not pass 
through the entire depth 
of liquid, but only to 
the side of the tube. 
From side of tube, 
movement to bottom is 
very rapid. Oversize, 
brushless induction mo- 
tor, equipped with grease-packed ball bearings, is fully 
enclosed to shut out dust and fumes. Motor has high 
starting torque, reaching maximum speed in ten seconds. 
Description—Two models are offered: Clinical model will 
take four 15 ml centrifuge tubes; and the Micro-Semi- 
Micro model has capacity of six tubes. Holders may be 
had in choice of four different types to accomodate a 
total of nine sizes of tubes, from % ml capacity to 1x4” 
tubes for micro or semi-micro work. Tube holders are 
removable and interchangeable. In event of glass break- 
age, tube holders can be slipped out and easily cleaned, 
then replaced. Head need not be changed for different 
sizes of micro or semi-micro tubes. 

PRECISION SCIENTIFIC CO., Dept. FEP, 1750 N. Spring- 


field Ave., Chicago, Ill. 
When inquiring specify FEP584 





- see information request blank, pgs. 12-13 
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Thermometer Controllers 


“Radio Principle” 
Therm-otrols 





Indicating 
Recording 
Indicating and Recording 
Multi-point Indicating 
Multi-point Recording 





Wheelco Therm-otrols, employing the famous “Radio Principle” 
Control are available in more than one hundred standard 
models, Either indicating or recording, temperature measure- 
ment and control, is available. Combination instruments pro- 
vide one control point—indicating or recording—and additional 
points of temperature measurement. 


There is a Therm-otrol to satisfy your requirements. 


Write, today, for your free copy of descriptive Bulletin No. G502 


eelee Insthuments Co. 


1929-33 S. HALSTED STREET e ° ° CHICAGO, ILLINOIS 


When inquiring specify FEP585 — see information request blank, pgs. 12-13 


ee 





TEMPERATURE 
AND HUMIDITY 


AUTOMATI CONTROL 





for PROOFING * DRYING * LABORATORY © ETC. 


% This “Anets” Air-Conditioned cabinet box gives you 

a wide selection of temperatures from room to 150° 
and humidity control from room up to 96°. Controls 
are fully automatic and so accurate that they hold the 
temperature and humidity within 1 or 2 degrees. Con- 
ditioned air is forced from bottom to top of box and 
re-circulated. Adjustable dampers admit any desired 
fresh air and exhaust any part of re-circulated air. Eleven 
sizes to choose from. Write for Bulletin No. 101. 


ANETSBERGER BROS. 
3320 Elston Ave., Chicago, Ill. 


When inquiring specify FEPS86 -- see information request blank, pgs. 12-13 
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[LOSER 
RECORDING 


At Less Cost per Year?! 


You'll get day-in, day-out maintenance will cut your costs 
temperature records that are for temperature records toa new 
accurate to a finer degree annual minimum. Users report 
than your eyes can read, when that these instruments still run 
you put Foxboro Temperature the scale perfectly after 15 or 
Recorders on the job. more years of use. 

Quick response prevents pen- Write for detailed Bulletin 
lag errors . . . fatigue-free 198-2, The Foxboro Company, 
construction assures permanent 174 Neponset Ave., Foxboro, 
accuracy. And their years of Mass., U. S. A. Branches in 25 
faithful service with only routine principal cities. 


FOXBORO 


Reg. U. S. Pat. Off. 


TEMPERATURE 
RECORDERS 





When inquiring specify FEPS587 — see information request blank, pgs. 12-13 





PROMPT DELIVERY! 


Beaver Model-A 

A high-speed heavy - 
duty deluxe Pipe and 
Bolt Machine. Range 1% 
to 2-inch—up to 12-inch 
with geared tools and 
drive shaft. Bolts, 14 to 
2-inch. Wt. 415 Ibs. Ask 
for Bulletin-A. 





Beaver Model-B 
A light-weight utility 
Pipe and Bolt Machine 
cee many fea- 
the easy portability’ of 
e eas r o 
Model- a Hange } Me to 2 
inch—up to 8-inch with 
drive shaft and geared 
tools. Bolts up to 11$- 
inch. Weight 280 Ibs. 
Ask for Bulletin-B. 





Beaver Model-C 
A_ sturdy little 
Power Unit 

Converts Hand Pipe 
Tools into Power Tools 
from 4% to 8- inches. 
Threads 8-inch in 6 min- 
utes. Threads bolts up 
to 14-inch. Equipped 
with automatic chuck 
wrench ejector—a safe- 
ty feature. Two men can 
use it at the same time 
without interference. 
Easil er ‘able — wei pe 
about 150 Ibs. Write 
Bulletin-C, 


ofl SS BEANVER Cg She 
PIPE T@LS A 
Highest Quality * WARREN, OHIO * For~ 40 Years~ 


641 REVIEW AVENUE 
When inquiring specify FEP588 — see information request blank, pgs. 12-13 
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Recording Thermometer | Constant Weigh Feeder 


Features — Newly 
designed with im- 
proved measuring 
element consider- 
ably stronger and 
more powerful than 
previous designs. 
Maker states that in- 
struments give uni- 
formly accurate re- 
sults over wide 
range of change in 
temperature along 
tubing and in case. 
Description — These 
recording thermom- 
ters are of the liquid 
filled type, and are 
known as the Case- 
Compensated Class I and the Fully-Compensated Class I 
thermometers. Both instruments are offered in tempera- 
ture ranges up to 400 deg. F. The case-compensated in- 
strument has tubing lengths up to 10 feet or longer, 
depending on installation conditions. Fully-compensated 
thermometer is equipped with 200 feet or less of con- 
nected tubing between instrument and bulb. 

BRISTOL CO., Dept. FEP, Waterbury, Conn. 


When inquiring specify FEP S589 — see information request blank, pgs. 12-13 





Floatless Liquid Level Controls 


24-page, large size catalog shows many types and models 
of controls. Catalog is packed with data about these 
liquid level controls and includes several pages of wiring 
diagrams, application diagrams, prices and specifications, 
etc. Electrode holders and automatic motor starters are 
covered in other sections. Catalog No. 241 is available 
on request. 

BENDER WARRICK CORP., Dept. FEP, Birmingham, Mich. 
When inquiring specify FEP590 see information request blank, pgs. 12-13 


a 


Universal Spectrophotometer 


Four-page, two-color bulletin ably illustrates and de- 
scribes these spectrophotometers for exact spectrochemis- 
try, vitamins by flurophotometry and rational color speci- 
fication. Detailed descriptive material contains technical 
information about the instrument. One page shows acces- 
sories available with prices. Bulletin No. 204 is available 
on request. 


Consens ELECTRIC CO., Dept. FEP, 310 Madison Ave., May- 
wood, . 
When inquiring specify FEP591 


eeeeeemenenel, essere 


Electric Hot-Plate 


Description — Hot- 
plate model is 
known as the 
“Handi-Plate.” Unit 
is 4%” diameter, 
and 2” high. Has 
750 watts capacity, 
with thermostatic 
control, and _ dial 
reference markings 
from 100-700, in in- 
tervals of 100. Surface temperature range is between 100 
and 550 deg. F. Three different models are offered for 
100 volts, A.C. only; hot plate only, hot plate with sup- 
port rod clamp attached to simplify erection of apparatus 
set-ups, and hot plate on heavy cast iron support base 
with rear extension including a 3%” by 20” stainless steel 
support rod. Catalog page 60.5 gives complete detail. 


PRECISION SCIENTIFIC CO., Dept, FEP, 1738 N. Spring- 
field Ave., Chicago, Ill. 


When inquiring specify FEP592 — see information request blank, pgs. 12-13 


- see information request blank, pgs. 12-13 








Feed Rate Adjustable Down to Ounces Per Hour 


Uses — Constant 
weigh flow feeder 
machine for feeding 
very small amounts 
of bleach, malt, 
phosphate and other 
dry chemical rea- 
gents in a continu- 
ous stream to an ex- 
act accuracy by 
weight. 

Description — Ma- 
chine is made up of 
a hopper, hopper 
vibrator, vibrating 
feeder and constant 
speed belt conveyor and scale, all enclosed in a cabinet. 
Synchronous motor drive, constant speed belt conveyor 
is suspended from the scale, and scale is equipped with a 
very sensitive electric valve that is actuated by an over- 
or under-weight movement of the scale beam. Rate of 
feed, in down to ounces per hour, is set by the poise 
on the scale beam. 

Operation—Electric valve controls the electrical energy 
going into the vibratory feeder, which discharges the 
material from the supply hopper onto the belt conveyor. 
Consequently, a constant load is automatically maintained 
on belt conveyor, inasmuch as under any under-weight 
movement of the scale beam would instantly speed up 
the discharge from the vibrating feeder and, vice versa, 
any over-weight movement of scale beam would in- 
stantly slow down discharge from feeder. 

SYNTRON CO., Dept. FEP, 110 Lexington Ave., Homer 
City, Pa. 


When inquiring specify FEP593 — see information request blank, pgs. 12-13 





Heat Control 
Actuating Elbow 


Very Small Space Required 


Uses—This actuating elbow fitting is *"™ . 
designed for use in attaching a per-o: 2 es 
pendicular temperature control in- ioe 
strument to a kettle, pot or other 
heating container in such a way as 
to keep tube of instrument as close 
to side walls of container as possible 
—away from the heat and out of the 
way of work at all times while occu- 
pying the minimum of space. Fitting 
is now made for use on maker’s own 
instruments. 

Features—Use of device makes possi- 
ble having switch of control in any 
desired position around heating con- 
tainer without taking up any more 
than one inch space (from edge of 
pot to outside of tube). Perfect bal- 
ance so that slightest contraction of expansion of tube 
in heated media instantly actuates lever in ell fitting, 
which in turn continues proper expansion or contraction 
movement to upper or main working control parts of 
instrument. 

Description—Unit consists of a hollow casting containing 
a fulcrum device, one end being in perfect alignment 
with an opening in bottom of fitting and other part in 
alignment to opening in the side. Into bottom outlet is 
screwed the lower tube of instrument, namely, the active 
or sensitive part of tube and into the side opening the 
extension tube, its other end being attached to the in- 
strument head. 

BURLING INSTRUMENT CO., Dept. FEP, 241 Spring- 
field Ave., Newark, N. J. 
When inquiring specify FEP594 
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LOW-COST 
EFFICIENT 
TEMPERATURE 
CONTROL 
for any liquid 


STERLING 


THERMOTROL 


A simple, effective, LOW-COST means of 
temperature control in steam-heated hot wa- 
ter tanks, fuel-oil preheaters, plating baths, 
heat-exchangers, and in many processing 
plants—wherever liquid must be kept at 
constant temperatures. It can be used at 
pressures as high as 125 pounds, in tempera- 
ture ranges from 100° to 300° F. Can be 
supplied with immersion well for corrosive 
solutions. 


@ WRITE FOR LATEST BULLETIN, NO. 402—COVER- 
ING THIS SIMPLE, EFFICIENT TANK AND 
PROCESS CONTROL. 


ae 


3714-A N. Holton St. 
When inquiring specify FEP595 


Milwaukee, Wisconsin 





- see information request blank, pgs. 12-13 


Orifice Type Flow Meter 
Four-page, two-color folder illustrates and describes these 
orifice type flow meters for metering steam, water, air or 
gas. Center spread shows large size drawing or direct 
reading chart with major features indicated. A few uses 
for such meters are listed. Bulletin No. 140 is available 


on request. 
AMERICAN DISTRICT STEAM CO., Dept. FEP, North Tona- 


wanda, N. Y. 
When inquiring specify FEP596 — see information request blank, pgs. 12-13 


Magnetic Counter 


Tamper-Proof Construction, Non-Reset Feature 
Uses—Counters are 
particularly suited 
for electric eye op- 
eration, for built-in 
applications, and are 
tested at 600 counts 
per minute. 
Features — Small, 
compact, low cost 
unit. Tamper-proof 
construction, non- 
reset feature, and 
totally-enclosed as- 
sembly are other 
features. Small en- 
ergy requirement— 
about 2 watts at 
rated voltage—insures long life to switch contact points. 
Description—Case and frame are of cadmium-finished 
steel with unbreakable plastic windows to form a com- 
plete enclosure. Five number wheels record to 99,999 
and repeat. Large white figures on black wheels are 
located close to window for easy reading. These counters 
are available for any 60-cycle A.C. voltage up to 230, and 
for any D.C. voltage up to 115. 


PRODUCTION INSTRUMENT CORP., Dept. FEP, 702-04 
W. Jackson Blvd., Chicago, Ill. 


When inquiring specify FEP597 — see information request blank, pgs. 12-13 
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Centrifugal Pumps 
Side Suction, Single Stage Type 


Features — Heavy, 
close-grained cast 
iron frame absorbs 
all operating strain 
and guards against 
misalignment. Suc- 
tion cover rib re- 
inforced to with- 
stand distortion. 
Volute shell has 
streamlined chan- 
nel flow to mini- 
mize tubulence 
within the pump 
and to reduce ero- 
sion. Discharge can 
be installed in four 
positions without 
reducing accessi- 





bility of stuffing box. 

Description—Made in two models: Flexible Coupling 
Drive (see cut) and Uni-Bilt models, the latter in sizes 
from 1%” to 6” inclusive and the Uni-Bilt models from 
1%” to 4” inclusive. Flexible coupling drive models have 
two oversize ball bearings, completely enclosed, with 
flush-type lubrication. Steel shaft is quickly and easily 
removed. Cover with extra deep packing box is separate 
from volute body. Enclosed or semi-open impellers offer 
quiet operation. Enclosed style impeller is recommended 
for handling clear liquids; has triple-faced wearing sur- 
face and can be adjusted to compensate for wear. Semi- 
open, non-clog impellers are suggested for use with liquids 
containing foreign material in suspension; tapered fit in- 
sures positive centering on shaft. Special metal pumps 
for handling corrosive or abrasive liquids can be fur- 
nished. 


MICRO-WESTCO, INC., Dept. FEP, 57005 State St., Bet- 


tendorf, Iowa. 
When inquiring specify FEP598 — see information request blank, pgs. 12-13 
eadeieedlGhaeideadeens 


Unbreakable Mercury 
Relay Has Metal Body 


Will Hold Gas At 4 Atmospheres Pressure 


Uses — With the con- 
tact structure her- 
metically sealed, this 
relay is especially 
suitable for use in 
corrosive or explo- 
sive atmospheres. 
Features — There is 
little friction and no 
wear in operation. 
Relay requires no 
maintenance or at- 
tention. Durable 
metal body treated 
to hold a gas at a 
pressure of 4 atmos- 
pheres, important in 
the reduction of ion- 
ization between con- 
tacts. Contact resist- 
ance is as low as .002 
ohms. 

Description—Utilizes an unbreakable metal body and the 
displacement principle with solenoid actuation. Relay 
may be operated up to 300 times per minute. On A-C 
current, 1 watt is required for normal closing operation, 
and 1.5 watts for normal opening. On D-C, required 
operating energy is .25 watts. Made to meet ordinary re- 
quirements, it is also available up to 200 amperes’ ca- 
pacity. Relay tube, or tube and solenoid may be or- 
dered separately. 


DURAKOOL, INC., Dept. FEP, Elkhart, Indiana. 
When inquiring specify FEP6599 — see information request blank, pgs. 12-13 
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Exact Weight 
Bagger-Weigher Unit... 


USES — For weighing 
and packaging from 
bulk into small pack- 
ages such food products 
as nut meats, cereals, 
sugar, tea, coffee, spices, 
beans, meal, and any 
free flowing commodity 
in the industry. 


FEATURES — Unit is 
portable; simple in op- 
eration. Fits any size 
or kind of bag or con- 
tainer; no maintenance 
as there is nothing to 
get out of order. Frac- 
tion-ounce accuracy ob- 
tainable on every pack- 
age; speed beyond any 
hand methods. 





« 
Hopper 23” x 23” — Capacity to 150 lbs. 
Height 42” . .. Scale platter 7” x 7” — Write for the new 1941 
Dial 6 ozs. warning or underweight and 2 Food Packaging Catalog. 


ozs, overweight. Unit 
from 3 ozs, to 10 Ibs, 


THE EXACT WEIGHT SCALE CO. 
32 W. Fifth Ave. Columbus, Ohio 


The Silver Anniversary of Exact Weight 


handles packages c 
It’s free for the asking. 








When inquiring specify FEPGOO — see information request blank, pgs. 12-13 


This kettle for processing 
fruits, fruit juices and fruit 
syrups has been in service for 
more than two years, affording 
positive protection against 
harmful metallic contamina- 
tion. It was built of Lukens 
20% Inconel-Clad Steel after other corrosion-resisting materials 
had been tried in this service without success, Fabricated by 
Theodore Walter Copper Works, Inc., Newark, N. J. 

Write for data on Lukens Inconel-Clad, Monel-Clad and Nickel- 
Clad Steels for food-processing equipment. Address Lukens Steel 
Company, 129 Lukens Building, Coatesville, Pa. 


nt a 
vi WL HS aa ie mY 





When inquiring specify FEPGO1 — see information request blank, pgs. 12-13 
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Faster Heating 
Retorts, etc. 
with 
Armstrong 
Blast Type 
Steam Traps! 





for Kettles, 













This does the trick 
Armstrong Automatic 
Air By-Pass 







1 SIMPLE PRINCIPLE. Cuts heating-up time by per- 
" mitting extra fast discharge of any air present in steam 


space. 
2 LARGE CAPACITY. Actual tests show 50 to 100 times 
" faster removal of air than with standard traps. 


3 ADJUSTABLE AND ACCURATE. The thermic vent 
“ can be set to stay open up to any desired temperature. 








4 SINGLE ORIFICE. Only one valve seat to be main- 
® tained tight against steam pressure. 






LOW COST. Small Armstrong Blast Trap list at $1.50 

" over standard. The proportionate cost is even lower in 

the larger sizes. Detailed information will be supplied on 
request. Write— 


ARMSTRONG MACHINE WORKS 


881 MAPLE ST. THREE RIVERS, MICH. 







see information request blank, pgs. 12-13 


When inquiring specify FEPG602 — 


ee 


x Bridge on parallel jibs unloads 
“and stores without re-handling. 








riss Cross Cranes 


Low cost handling from gondolas or trucks to storage or work 
areas results from a criss cross crane or 3-level monorail system 
illustrated above. Lower crane with electric hoist operates on 
parallel bridges interlocked with jibs extending over siding. 
Parallel bridges travel along runways in- 
side the plant. An American MonoRail 
Engineer will tell you more about these 
free-moving, hand-operated, low-cost cranes. 


THE AMERICAN 


ieee ee oe) MONORAIL co. 
spittin 13109 ATHENS AVE. 
me CLEVELAND, OHIO 


see information request blank, pgs. 12-13 


M Le) 


When inquiring specify FEP603 
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Capacity Booster Valve 
Eliminates Surging and Liquid Hammer 


Uses — This pilot operated 
piston valve is designed for 
use in any case where an 
automatic valve, modulating 
or otherwise, of high ca- 
pacity is desired; may be 
used for water, steam or 
other fluids. 

Features — Provides smooth 
modulation, positive shut-off 
and eliminates surging and 
liquid hammer. Forged brass 
body eliminates seepage pos- 
sibility. Bronze screen pro- 
vided for filtering all fluids 
passing through valve, may 
be easily removed for clean- 
ing. 

Operation—Movement of piston is dependent upon pres- 
sure difference or drop across valve. Pilot or by-pass 
circuit (when open) serves to reduce pressure below 
piston to a value less than inlet pressure. Greater pres- 
sure on inlet side than acts upon piston so as to move it 
to open position. When pilot circuit is closed, piston 
will close by spring action due to equalization of pres- 
sure above and below piston. 

SQUARE D CO., Dept. FEP, 6060 Rivard St., Detroit, 


Mich. 
When inquiring specify FEPG04 — 





see information request blank, pgs. 12-13 


Operation Visible 
in Plastic Pump 


Uses—Pump is used 
for handling dilute 
acids, hypochlorites 
and other chemicals 
and liquids. 
Features—Machined 
from solid block of 
crystal-clear, plastic material, flow of liquid being pumped 
is visible at all times as are the movements of valve 
checks and pump piston. Plastic used also has its 
natural resistance to chemical attack. Inlet and outlet 
hose nipples are also of plastic construction, and piston 
is of Hastelloy “C.” 

Description—Valve is similar to standard step-type valve. 
Flatplate cover provides ready accessibility and, by re- 
moving, permits cleaning of complete valve assembly 
without disturbing pipe connections to pump. Pump 
shown has 18 G.P.H. capacity against maximum discharge 
pressure of 150 lbs. per sq. in., and is driven by a 1/6 H.P. 
integral-gear motor. Other models are available in 
capacities of from one to 20 G.P.H. 

MILTON ROY, Dept. FEP, 1380 E. Mermaid Ave., Phila- 


delphia, Pa. 
When inquiring specify FEP605 — see information request blank, pgs. 12-13 








Masonry Bolt Anchor 
When Locked, Anchor Cannot Move Vertically 
or Horizontally 


Uses — Features permit use in 
such places as bottomless holes, 
hollow tile, cinder concrete floors, 
etc. : 

Features—No caulking is requir- 
ed—few blows of hammer drive 
When locked, anchor cannot move 





sleeve into wall. 
vertically or horizontally. 

Description—Two-piece unit consists of sleeve and nut, 
held together by perfect precision taper friction. Sleeve 
is formed with one vertical slot extending its entire 
length which opens or closes according to variation in 


June-July, 1941 


WASH 


RINSE 
COOL! 


win SPRACO NOZZLES 


For years, several of the world’s largest food 
processors have used Spraco nozzles very ef- 
fectively for washing, rinsing, cooling, and 
other processes. Our engineering department 
can help you with the proper application of 
nozzles for your plant. We carry a wide range 
of types and sizes in stock for immediate 
shipment. 


Write for latest Nozzle Bulletin 


SPRAY ENGINEERING CO. 


113 Central Street, Somerville, Mass. =>. 


When inquiring specify FEPGO06 — see information request blank, pgs. 12-13 


diameter of hole in masonry. As normal diameter of 
sleeve is greater than the nut, it simply contracts when 
driven into normal hole, locking nut in position at any 
depth desired. As nut is drawn further into sleeve by 
tightening the bolt, it increases the radial contact with 
walls of hole. Tighter the bolt, the greater the engage- 
ment with the masonry. 

RAWLPLUG CO., INC., Dept. FEP, 98 Lafayette St., 
New York, N. Y. 

When inquiring specify FEPGO7 


ye eae 


Explosion-Proof Motors 
Up to 75 H.P. Now Available 


Features —Larger mo- 
tors of shell type 
frame _ construction 
have specially design- 
ed fan which is quiet 
even at high speeds. 
Larger terminal box 
makes wiring more 
convenient. For exam- 
ple, cubic content of 


- see information request blank, pgs. 12-13 





40 H.P., 1800 R.P.M. 
model is 600 cubic 
inches. 


Description—In Class I Group D explosion-proof motors, 
ratings have been increased from 25 to 75 H.P., while in 
Class II Group G, they have been increased from 7% to 
75 H.P. Fan-end inner end bell and outer fan cover 
bracket are held in place with simplified type combination 
screw; this construction eliminates one set of holding 
screws and supplies rigid and secure mounting for fan 
cover and bracket as well as facilitating assembly or 
disassembly of motor. Bulletin for details is available. 
U. S. ELECTRICAL MOTORS, INC., Dept. 1, 80—34th 


St., Brooklyn, N. Y. 
When inquiring specify FEPGO8S — see information request blank, pgs. 12-13 
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Float Switch 


Snap Action Mercury Contactor; Built of 
Non-Corrosive Materials 


| 
| 


Sanitary Headband 
Readily Washed in Soap and Water 


Uses — Perspiration 


FOOD WAREHOUSE stacks to 





as Pee * Ee Ti We 4S 
| There Type J rot gob | BU UTT RULCae La 

switches are Features — “Cool- 

made in two band” betters hot @ Additional storage space gained by stacking to the 


models: standard 
enclosure is wa- 


working conditions 
by preventing sweat 


ceiling with a Baker Tilting Telescoping Fork Truck, 
has saved many companies the cost of a new building, 





tertight and in the eyes, and on or the added rent of larger quarters. 
weatherproof goggles and glasses, 
(except sleet) continual face-mop- Cuts Costs ... Saves Time 
h 1 c ss s eee 
| Re and the explo ping and other de By eliminating individual han- 


< Sa thed n thie ‘aaa. ee ee Seem Simple Device Fastened to Any Machine 
7 Features — Lubri- ot oO QUICK FACTS 
vith Double “U” Packings ae d about | 
- Have Double Wearing Wall and Basile Hoel a mince teas | st af me CLING-SURFACE 
st. ———— cpenton Comat | ae men 
oe cee eather el noe | a 1 Port ak bat ope | 

os tal ing heel Js Nght, “medium or and eration without slip. { 
Ss against pinch so pr pane Bn ad AC a | Me | 3 A " een 


sion-proof model 
(shown in cut 
without accessor- 
ies) meets the re- 
quirements of 
underwriters for 





terrents to work 
arising from uncon- 
trolled head pers- 
piration. Band of- 
fers complete all- 
around - the - head 





I Class I, Group D absorption. 
enclosures. Description — Light- 
Switches are weight, soft and 


built entirely of 
non-corrosive materials. Case is cast aluminum, float 
is copper, and switches have aluminum and stainless steel 
mechanism. They are offered in both rod and cable oper- 
ated types. Switches are complete in one “package” with 
copper float, counterweight, six feet of aluminum rod or 
fifteen feet of cable, universal bracket for wall or floor 
mounting with expansion bolts and U-bolt for one inch 
pipe. There is a reversible contact for pumping in or out. 
Single pole, 110, 220, 400 volts, AC-DC. 
AUTOMATIC CONTROL CO., Dept. FEP, 1005 Univer- 


sity Avenue, St. Paul, Minn. 
When inquiring specify FEPGO9 — see information request blank, pgs. 12-13 
conetnictescieeeoenndl, piecnneneeaemmnaaninaesay 


Turn to pages 12-13. Request slip sent to publisher 













on inside and 
outside cir- 
cumference. 
Reinforcement 
is of chrome 
tanned belting 
leather. Steam bent white oak spacer holds packing 
firmly in proper position and protects packing from 
shifting. Phosphor bronze spring, riveted to oak spacer, 
holds packing lightly against gland ring and plunger 
surface. Reinforcements are automatic in adjustment to 
any pressure. Leather is at “rest,” never having been 
drawn under distorting tension of forming rings. 

Description—Spring spacer insures primary seal until 
packing lips can be set to plunger surface under pressure 
so as to carry seal to packing heel. White oak spacer 


flexible unit clings 
to the head without binding and creates a cooling 
effect through constant absorption of perspiration. Any 
part of band can be quickly wrung out by merely pulling 
band away from head and squeezing. Sanitation is main- 
tained by hand-squeezing the band in soapy water, or 
band may be disinfected by any simple germicidal solu- 
tion. 
MINE SAFETY APPLIANCES CO., Dept. FEP, Braddock, 
Thomas & Meade Sts., Pittsburgh, Pa. 


When inquiring specify FEP611 — see information request blank, pgs. 12-13 





Automatic Mechanical 
Metering Lubricator 


holds week’s supply, 
depending on rate of 
feed. 

Description — This 
mechanical lubrica- 
tor can be fastened to any machine where a moving part 
is to be lubricated. Friction contact of rotating attach- 
ment of lubricator with the revolving surface of any shaft 
furnishes the means for starting and stopping oil flow. 
Actual feeding is done by a device which may be regu- 
lated and set to feed at different rates; does not rely on 
gravity feed as device parcels out oil at set speed for 
which it has been set and oil flow ceases entirely when 
machine stops. 

LEIMAN BROS., INC., Dept. FEP, 101—KK—7 Christie 













dling of cartons or sacks, mer- 
chandise is protected from 
damage, and time of transpor- 
tation, loading and unloading 
is reduced to a minimum. 





For further information write 
BAKER INDUSTRIAL TRUCK DIVISION of the Baker-Raulang Company 


2177 WEST 25th STREET ¢ CLEVELAND, OHIO SF 


INDUSTRIAL TRUCKS 


When inquiring specify FEP613 — see mformation request blank, pgs. 12-13 
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operation. 


due to Belt Trouble 
... after 30 short 
days of 
CLING-SURFACE 
Belt Treatment 


3 Easy to use —a little 
goes a long way. 


4 lowers power con- 
sumption and mainte- 
nance cost. 


5 Contains no rosin or oth- 
er harmful substance. 





SLACK BELTS @ Cling-Surface is scientifically 
SAVE POWER =made by the largest liquid belt 
treatment manufacturer in U.S.A. 














ors, : c , St., Newark, N. J. ; 

e in is steam bent to packing channel, and fits snugly against When inquiring specify FEPG12 — see information request blank, pgs. 12-13 20 Used the world over since 1896. 
» to outer lip of the “U”. Spacer cannot fall or float out, nor sa 

ver can lips of packing collapse, shrink or curl during periods CLING-SURFACE CO. (is9¢) 1045 Niagara St., Buffalo, N.Y. 
tion when no liquid is present in packing recess. Packings If you are a responsible food manufacturing : =: a 

ling are available in section sizes from %” to %” inclusive, for executive, FOOD EQUIPMENT PREVIEW Pb > ere ee lie 

fan any plunger diameter from 9” to 90”. All section sizes will be sent to you personally if you request 

or from %” to 1%” available soon. Form 21 gives complete the publishers to do so. . . there will be No 

ble. specifications. Charge. 

4th WAYNE DAVIES PACKINGS, INC., Dept. FEP, 325 | See request slip between pages 12 and 13. 


12-13 


West Huron St., Chicago, Il. 
When inquiring specify FEPG10 — see information request blank, pgs. 12-13 





When inquiring specify FEP614 -— see information request blank, pgs. 12-13 
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Cut Your Pipe 
Easier and Faster 
with the 
Work-Saver 
RIFEEIbD 


RI@aiD Heavry- 
Duty aa Wheel 


RIZAID thin 
blade cutter wheel, 
tool steel forged 
and assembled in 
steel-bushed bub 







The Defense cry is for more Speed! 
You can get it and still protect 
your men — with RimaiD Pipe 
Tools, long famous as time and 
labor savers — like this remark- 
able cutter. 


That thin forged blade wheel 
rolls easily through pipe, with 
the least effort. Cuts clean, prac- 
tically no burr. More cuts per 
wheel, less changing, lower cost. 
Powerful well-balanced frames, 
easy twirling to size. All models 
are heavy-duty, including 4- 
wheel cutter with special handle. 

Cut more pipe but cut work 
and expense. . . Buy RIMAIDs at 
your Supply House, today! 


THE RIDGE TOOL CO., ELYRIA, OHIO 


RIPAID Heavy-Duty 
Pipe Cutter 


= WORK-SAVING PIPE TOOLS = 





When inquiring specify FEPG16 — see information request blank, pgs. 12-13 
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Do the Big 1941 Job with Less Man-killing Effort 





FOOD EQUIPMENT PREVIEW 


NEW LITERATURE 


The following literature has been issued re- 
cently by manufacturers of the products dis- 
cussed and is available to process production 
executives on request. Address requests to 
the publishers by using handy request form, 
pages 12-13, or write to the manufacturers di- 


rect. 


Painting Guide For Industrial Maintenance 


24-page, two-color booklet is packed with information on 
painting and its effect on lighting conditions in plants, 
offices, etc. Many large size before-and-after photos 
show results in wide variety of plants. Four types of 
white paint are described for many applications: fume- 
resisting, fume and moisture resisting, regular and a 
synthetic type of white paint known as “Save-Lite.” One 
section contains facts on light conditioning and better 
illumination. Several case histories are used. One sec- 
tion contains a painting guide for industrial use and a 
large drawing showing parts of a plant requiring paint- 
ing is labeled with the proper type of paint for that par- 
ticular painting problem. Another tabulation shows sug- 
gested minimum foot candles of light for scores of in- 
dustries and types of work within those industries. Book- 
let is available on request. 


SHERWIN-WILLIAMS CO., Dept. FEP, Cleveland, Ohio. 
When inquiring specify FEP616 see information request blank, pgs. 12-13 


es 
Hydraulic Automatic Control With Variable 


Speed Transmission 


Six-page, two-color folder well illustrates and describes 
these controls. Large photos show equipment installed, 
and line drawings give details of the unit. Another sec- 
tion highlights the eight major features of these auto- 
matic hydraulic controls. Folder is available on request. 


REEVES PULLEY CO., Dept, FEP, Columbus, Ind, 
When inquiring specify FEP617 see information request blank, pgs. 12-13 


“Keeping Heat Exchangers Clean and Up to 
Maximum Efficiency By the Chloramine 
Process” 

Bulletin explains in detail the chloramine process for 
slime control in condenser and cooling water systems and 
describes a relatively inexpensive method of maintaining 
efficiency of cooling system at highest level. Process 
itself is explained as is the required equipment. Two 
large schematic drawings show installation layout for the 

process. Bulletin is available on request. 


%PROPORTIONERS, INC%, Dept, FEP, 41 Codding St., Provi- 
dence, Rhode Island. 
When inquiring specify FEP618 


see information request blank, pgs. 12-13 


Blowers, Exhausters, Meters, Pumps, Etc. 


A minimum of text matter and many photos feature this 
eight-page, two-color bulletin which covers such products 
as positive displacement blowers, positive gas exhausters 
and boosters, rotary displacement meters, liquid and 
vacuum pumps, centrifugal blowers and exhausters, inert 
gas generators, etc. Brief summary is given for applica- 
tions of each type of product. Bulletin G-70 is available 
on request. 


ROOTS-CONNERSVILLE BLOWER CORP., Dept. FEP, 103 Culver 
Ave., Connersville, Ind. 
When inquiring specify FEP619 


- see information request blank, pgs. 12-13 
Replaceable Fiberglas Air Filters and Frames 
Colorful 12-page booklet uses many photos to illustrate 
the wide variety of uses for these fiberglas air filters and 
frames. One section shows by means of nine photos how 
“L” frames and filters are installed. Another section is 
devoted to maintenance. Still another section shows what 
these air filters are. Booklet is available on request. 


OWENS-CORNING FIBERGLAS CORP., Dept. FEP, Toledo, Ohio. 
When inquiring specify FEPG20 — see information request blank, pgs. 12-13 
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EXCLUSIVE FEATURES 
OF THIS NEW OAKITE 


SOLUTION-LIFTING 
STEAM GUN 


Save Money for You... Give 
You Faster, Easier Cleaning! 

















For fast, low-cost cleaning in food canning, meat 
packing, confectionery, baking, dairy, fish canning, 
quick-freeze, citrus packing and bottling plants... 
nothing can compare with the NEW Oakite Solution- 
Lifting Steam Gun, Model No. 384! 


Used with Oakite cleaning materials, it provides the 
TRIPLE COMBINATION of heat, mechanical force 
and detergent action. Cleans surfaces up to 12 feet 
high. No pumps, motor, injectors or elevated tank 
required. 

































Try it. You, too, will find it is the best, easiest and 
quickest way to maintain equipment either for ap- 
pearance or sanitary reasons! Price $17.50, standard 
model, f. 0. b., New York. Write today for FREE 
booklet giving details. 


OAKITE PRODUCTS, INC., 27A Thames St., New York 
Representatives in All Principal Cities of U.S. dnd Canada 






























——---—-O 
When inquiring specify FEP621 


DIRTY AIK 


and Food Don’t Mix! 


see information request blank, pgs. 12-13 


@ At least they shouldn’t mix! Buffalo Air Washers are providing 
scores of food manufacturers with efficient protection against the 


contamination from dirty, odorous air. Easy to install and oper- 
ate. Gives thorough air cleansing, tempering and proper humidifi- 
cation. A type and capacity for every plant’s requirement. De- 
tails on request. 


BUFFALO FORGE COMPANY 


151 Mortimer Street Buffalo, New York 


Branch Engineering Offices in Principal Cities 
Canadian Blower & Forge Co., Ltd., Kitchener, Ont. 


When inquiring specify FEPG22 — see information request blank, pgs. 12-13 
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“But we'll be seeing you soon 
again!” > AH 3 










ee STANZOIL 
SALESMEN 


== 


It’s not “goodby”— neoprene has been given a job 
in National Defense for the present, but we hope 
soon to resume making Stanzoil Gloves and Aprons 
of this amazing Du Pont product. 

You who have profited most by Stanzoils’ protection 
to your employes’ hands when exposed to acids, 
solvents, oils, naturally will miss them most— but 
we look foward to “seeing you soon again” —and 
thanks for your good teamwork meanwhile! 












Synthetic Rubber Division 
THE PIONEER RUBBER Co. 


263 TIFFIN ROAD, WILLARD, OHIO, U.S.A. 


PIONEER New York * Chicago * Los Angeles 





ZA a a a 
When inquiring specify FEP 623 — see information request blank, pgs. 12-13 


_— 


Stencil Cutting Machine 


New Machine Increases Output 10 to 12% 


Uses—New machine operates with speed and economy in 
marking shipments. 

Features—Word spacing button for spacing between 
words prevents spoiled stencils. Short, powerful handle 
stroke. Dial is nested and guarded; has large, easy-to- 
read characters for speedy operation with distinctive 
pointer. No pockets or projections to collect dirt. Chrom- 
ium plating, rust-proofed parts. Hardened and ground 
dies and quick-replaceable punches. 





Description—These stencil cutters are made in three 
sizes for cutting %”, 3%” and 1” stencils. Dies have 
wear-proof cutting edges of high carbon tool steel, har- 
dened at 1600 deg. F. and ground after heat treatment. 
Punches are one-piece made of half hard cold rolled 
steel; each set is mated, fitted and tested. Complete 
supplies include fountain brush, ink, stencil board, cover 
and instructions. Form RSH-740 is available. 

MARSH STENCIL MACHINE CO., Dept. FEP, 36 Marsh 


Bldg., Belleville, Il. 
When inquiring specify FEPG24 — see information request blank, pgs. 12-13 


| 





FOOD EQUIPMENT PREVIEW 


New Literature (Con.) 
Handbook of Welded Steel Tubing 


Pocket-size, durable looseleaf binding of fabricoid, 86 
pages, book contains full information regarding standard 
sizes and properties of welded steel tubing. Manufactur- 
ing and fabricating processes are illustrated and dimen- 
sional drawings show on typical examples to what degree 
welded tubing can be cold worked in such operations as 
bending, beading, flanging, expanding, tapering, etc. Much 
engineering data is included for welded steel tubing. 
Price is $1.00. 


FORMED STEEL TUBE INSTITUTE, Dept. FEP, 1621 Euclid Ave., 
Cleveland, Ohio. 
When inquiring specify FEP625 


see information request blank, pgs. 12-13 


O 


Filter Presses for Vegetable, Animal 
and Fish Oils 


Two-color folder provides information on clarifying, 
purifying, bleaching, deodorizing, winterizing and hydro- 
genating many kinds of oils. Installation photos are in- 
cluded with photos of several models of these filter 
presses. Table shows filtering area and capacity per filter 
area and an example illustrates method of figuring total 
filter area and cake holding capacity for any required 
number of chambers. Bulletin No. 113 is available on 
request. 

T. SHRIVER & CO., Dept. FEP, 830 Hamilton St., Harrison, N. J. 
When inquiring specify FEP626 see information request blank, pgs. 12-13 


Electrical and Lubricating Devices 


New catalog contains complete information on manu-- 
facturer’s line of electrical and lubricating devices. Con- 
tains information on fuse protection, safe removal and 
replacement of fuses, elimination of poor contact be- 
tween fuses and clips, and descriptions of automatic oil- 
ing devices. Catalog No. 50 is available on request. 


TRICO FUSE MFG. CO., Dept. FEP, 2948 North 5th St., Mil- 
waukee, Wis. 
When inquiring specify FEP627 


What Odor Absorbers Mean To Air 

Conditioning 
Interesting comparison has been worked out in a four- 
page bulletin showing the comparative cost of condition- 
ing outside air versus de-odorizing recirculated air. 
Facts and figures show these detailed comparisons and 
how “odor-control” contributes in terms of savings to 
central heating and cooling systems. Bulletin 111 is avail- 
able on request. 


W. B. CONNOR ENGINEERING CORP., Dorex Div., Dept. FEP, 
114 East 32nd St., New York, N. Y. 


When inquiring specify FEP628 


‘Distilled’? Water Without Distillation 


Four page bulletin contains information on manufac- 
turer’s anion exchanger which provides “distilled” water 
without distillation and removes free acids bodily from 
aqueous solutions. Several applications for the process 
are given, including textile, chemical, ink, ice, beverage 
and storage battery uses. One section describes in detail 
how the process works, including a table showing min- 
erals commonly present in water and results after treat- 
ment with “Anex.” Bulletin 1970 is available on request. 


INTERNATIONAL FILTER CO., Dept. FEP, 325 West 25th Place, 
Chicago, Ill. 
When inquiring specify FEP629 


- see information request blank, pgs. 12-13 


- see information request blank, pgs. 12-13 


see information request blank, pgs. 12-i3 


ee 
Solving Practical Pump Problems 


Illustrated booklet of 16-pages-and-cover contains com- 
prehensive information on pumps and pump parts. Part 
of book reviews case histories. Covered are such types 
as reciprocating, centrifugal, rotary and deep well pumps. 
Complete performance data are given on pumps in various 
applications, and much attention is given to choice of 
suitable materials for pumps handling a variety of corro- 
sives. Many excellent photos are used in this semi- 
technical booklet. Available on request. 


INTERNATIONAL NICKEL CO., Dept. FEP, 67 Wall St., New 
York, N. ¥. 
When inquiring specify FEPG30 — see information request blank, pgs, 12-13 


When inquiring specify FEPG32 — see information request blank, pgs. 12-13 
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Multi-Stall Showers 
Ideal for Industry 


More and more, the health value of shower baths is being 
recognized — more and more they are becoming a neces- 
sary part of the washing facilities in manufacturing 
plants of all kinds. 


The 5-Stall Shower, installed as a unit, accommodates 
five persons simultaneously, requires but three instead of 
the fifteen piping connections needed for single-person 
showers of equal capacity. 


Modern, sanitary, economical, Bradley Multi-Stall Show- 
ers are partially assembled at the factory, thus erection 
on the job is quick and economical in either new or 
existing buildings. 
They are fully des- 
cribed and illustrated 
in Catalog 4010 by 
the maker, BRA D- 
LEY WASHFOUN- 
TAIN CO., 2267 W. 
Michigan Street, Mil- 
waukee, Wisconsin. 
















Top view shows 
arrangement of 
the 5 stalls of a 
Bradley Multi- 
Stall Shower. 


VACUUM PROCESS KEEPS PRO- 

DUCT NATURAL IN COLOR AND 

SHAPE—SPEEDS COOKING AND 
COOLING 


Low temperature processing in Pfaudler vacuum pans minimizes car- 
melization and preserves natural color, flavor, shape and vitamin content, 
Reduces processing costs because cooking at lower temperatures takes 
less steam and a shorter time to get up to cooking temperature. Large 
batches can be processed with minimum supervision, 


Pfaudler vacuum pans require no special operating skill and are avail- 
able in capacities, materials and types to meet your processing needs 
exactly. Let's get together on your fruit juice, tomato products, pre- 
sarees, jellies and we will gladly show you what vacuum processing can 
io for you. 


THE PFAUDLER CO., Executive Offices: Rochester, N. Y. Fac- 
tories: Rochester, N. ¥. and Elyria, O. Branch Offices: New York, 
Boston, Philadelphia, Chicago, Cincinnati. Pfaudler Sales Co., San 
Francisco and Los Angeles. Representatives in principal cities. 


PFAUDLER 
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REDUCE STEAM COSTS 


Stationary Grate 
Type—Fine par- 
ticles of fuel are 
burned in sus- 
pension, coarse 
coal on the 
grates. OVER 
THROW Rotor 
action insures 
aniform fuel dis- 
tribution. Flex- 
ible, dependable 
and efficient, 
with a wide va- 
riety of fuels. 
Dumping grate 
type also avail- 
able. 


Detroit RotoStoker 


Economically burns wide range of fuels. Successfully 
handles rapidly fluctuating loads. Easy to operate. 





RotoStoker is one of seven types of Detoit stokers in- 
cluding both underfeed and overfeed, for all requirements 
from the small heating plants to large power operations. 


Save coal—save labor. 


Write for Catalog No. 841--today 


DETROIT STOKER COMPANY 


General Motors Bldg., Detroit, Mich. 
Since 1898 W orks—Monroe, Mich. 
Built in Canada—London, Ont. 





When inquiring specify FEPG33 — see information request blank, pgs. 12-13 


Right at your own drawing board 
you can specify stainless steel plus 
X. What's X? It's the special, inti- 
mate experience which we have in 
building stainless steel tanks, agi- 
tators, condensers, vats and other 
processing equipment. 

We know what grades of stain- 
less steel work best with your mix 
—what types of welding—what con- 
struction methods—what finish will 
give you maximum corrosion 
resistance at the least cost. 


Certain sure and important bene- 7 
fits are yours when you specify stainless 
steel. Get all these benefits at minimum price. Use 
—at no extra cost—the years of fabricating experi- 
ence we have with stainless steel. Our staff of 
chemical, electrical, civil and mechanical engi- 
neers works from your specifications or from a 
statement of your objectives. 


CONSULT US) 


EST. 1889 


mA Cae NTs 


GREGORY AVENUE, WEEHAWKEN, N 


CLL FL ULC Smee anita 


EVAPORATORS - TANKS + VATS © PF 





When inquiring specify FEPG34 — see information request blank, pgs. 12-13 
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New Literature (Con.) 
Cleaning Handbook 


Attractive 24-page, 6x9 inch handbook discusses cleaning 
problems of each division of the dairy industry with sec- 
tions devoted to floor cleaning, dairy farm equipment, 
cleaning in bottling plants, retail dairy stores, condensed 
and powdered milk plants, ice cream and cheese plants. 
Recommendations are made for proper cleaning materials 
for particular problems. Handbook is profusely illus- 
trated with photographs of actual cleaning operations. 
Maker’s cleaning materials are described with specific 
applications and methods outlined. Handbook is avail- 
able on request. 


MAGNUS CHEMICAL CO., INC., Dept. FEP, 
Garwood, N. J. 
When inquiring specify FEP635 — 


173 South Ave., 


see information request blank, pgs. 12-13 


Glass-Lined Pipe and Pipe Fittings 
Four-page, two-color folder shows several types of glass- 
lined pipe and pipe fittings, including flanged pipe, elbows, 
tees and crosses, various types of reducers, etc. Dimen- 
sional diagrams and a table are used to give specifica- 
tions for several sizes. Descriptive copy includes section 
on how product is made. Bulletin 101 is available on 


request. 


GLASCOTE PRODUCTS, INC., Dept. FEP, 20900 St. Clair Ave., 
Cleveland, Ohio. 


When inquiring specify FEP63G6 see information request blank, pgs. 12-13 


————— 


Dust Collecting Equipment 
12-page, pocket-size booklet, done in two colors, covers 
the reasons for control of costly dust conditions in plants 
and how these conditions may be controlled with the 
proper equipment. Each of three types of manufacturer’s 
dust collecting equipment is briefly explained and illus- 
trated. Booklet is available. 


AMERICAN FOUNDRY EQUIPMENT CO., Dept, FEP, 573 8. 


Byrkit St., Mishawaka, Ind, 
When inquiring specify FEPG3T7 — see information request blank, pgs. 12-13 


Testing Sieves and Testing Sieve Shaker 
Pocket-size, two-color folder illustrates and describes 
both the testing sieves and the shaker. Table shows mak- 
er’s standard testing sieves with all specifications, includ- 
ing list prices. All details are supplied for the shaker. 
Folder is available on request. 


NEWARK WIRE CLOTH CO., Dept. 
Newark, N. Y. 
When inquiring specify FEP638 


FEP, 351 Verona 


see information request blank, pgs. 12-13 


Transmission Belts 


Two-color folder contains several tables of specifications 
and data on transmission belts including belt speeds, arc 
of contact, horsepower per inch of width, etc. Prices are 
shown for various plys and widths of rubber belting. 
Folder is available. 


HEWITT RUBBER CORP., Dept. FEP, Buffalo, N. Y....... .....-----. 
When inquiring specify FEP639 see information request blank, pgs. 12-13 


Speed Prime Pump 


24-page booklet contains many photos on various types 
and sizes of these self-priming centrifugal pumps. One 
section contains data on a method for figuring the right 
pump for the job; problem is worked out in detail and 
supplementary tables complete this section. Many ap- 
plication pictures are shown. Seven major facts about 
these pumps are thoroughly covered. Bulletin 384 is 
available on request. 


CHAIN BELT CO., Dept. FEP, Milwaukee, Wis. 
When inquiring specify FEPG40 -- see information request blank, pgs. 12-15 


Ce 


Steel Lockers, Cabinets, Shelving, Etc. 


Pocket-size booklet, 28 pages, gives detailed specifications 
and prices of heavy gauge steel lockers, cabinets and 
shelving. Many types of units are shown for a wide range 
of applications. Booklet No. 44 Series A is available on 
request. 

cues METAL CORP., Dept., FEP, 36 Oregon Ave., Philadelphia, 


When inquiring specify FEP641 -— see information request blank, pgs. 12-13 


Ave., - 


June-July, 1941 


FOR THE SIMPLE AND 
ECONOMICAL ELEVATING 
OF BULK MATERIALS... 


The “HAMMOND 
Screwlift 


The "Hammond" Screw-Lift is an outstanding con- 
tribution toward greater efficiency in the handling 
of bulk materials such as: Grains, Cereals, Flour, 
Meals, Peanuts, Cotton Seed, Coffee, Agricultural 
Limestone, Cement, Slack Coal, etc. 


It is built to precision standards, offers the advan- 
tages of totally enclosed construction, is versatile, 
easy to erect and dismantle, requires little space, 
reduces fire hazard, is more sanitary and costs little 
to install, 


If you have an elevating problem confronting you 
consult us. We manufacture a complete line of 
Screw Conveying and Bucket 
Elevating Systems, including cas- 
ings, conveyor boxes, spouting, 
hoppers ad other allied equip- 
ment. 







Screw Conveyor Corporation 


rer 


701 HOFFMAN ST. (HAMMOND) HAMMOND, 
7 0 ( ) F 


When inquiring specify FEPG42 — see information request blank, pgs. 12-13 


When inquiring specify FEPG43 — see information request blank, pgs. 12-13 
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Industry looks t2 TOLEDO 


@ Here’s dependable per- 
formance—and closer cost- 
control—for the wide range 
of today’s weighing prob- 
lems requiring highly accu- 
rate, heavy-duty floor scales, 
Modern Tole Os are pre- 
cision-built for long-time 
accuracy. Exclusive con- 
struction features, includ- 
ing self-gauging pivots that 
are replaceable and inter- 
changeable. Whatever your 
weighing problems in 
receiving, counting, force- 
measuring, checking by 
weight, or weighing batc 

ingredients.../ook to Toledo. 
Toledo Scale Co., Toledo, Ohio. 


mene 


Check here for Bulletins on 
(C0 FLOOR SCALES 
(C PORTABLE SCALES 
(0 BENCH SCALES 
(1 COUNTING SCALES 
(0 HOPPER SCALES 
(1 OVER-UNDER SCALES 
( MOTOR TRUCK SCALES 


(C0 BUILT-IN-SCALES —s || 


When inquiring specify FEP644 — see information request blank, pgs. 12-13 


, 
Filters for Compressed Air, Gases, Liquids 


44-page catalog is replete with illustrations, sectional 
drawings, specification charts and detailed engineering 
data on these filters for compressed air, gases, liquids, 
engine and compressor intake, and for building ventila- 
tion. Catalog is available on request. 


Oraeery, FILTER CORP., Dept. FEP, 25 Leighton Ave., Roch- 
ester, N. Y. 
When inquiring specify FEP645 — see information request blank, pgs. 12-13 


Insulation, Flooring, Packings, Roofing, Etc. 


General catalog of 52 pages lists many types of industrial 
products including electrical, flooring, friction, and in- 
sulating materials, packings and gaskets, refractory prod- 
ucts, siding, core plates and pallets, flats sheets and pipe 
of Transite, etc. Scores of photos and drawings are used 
to illustrate applications, procedures, and products. Cata- 
log Form GI-6A is available on request. 


JOHNS-MANVILLE, Dept. FEP, 22 East 40th St., New York, N. Y. 
When inquiring specify FEPG646 — see information request blank, pgs. 12-13 
——_—O———_—_ 


Pebble and Ball Mills 


12-page catalog shows many models and styles of pebble 
and ball mills. One section shows with line drawings 
nine different drive arrangements. , Other large, clear 
photos and drawings show models and special features. 
Capacities of mills and specifications are shown in tabular 
form. Catalog 85 is available on request. 


DISORNAZIONAL ENGINEERING, INC., Dept, FEP, Dayton, 
0. 
When inquiring specify FEPG47 — see information request blank, pgs. 12-13 


Scotch Marine Boilers 


Two-color broadside describes in detail, with major fea- 
tures highlighted, these boilers for a wide variety of in- 
dustries. Several models are shown with cut-away 
photos to show operating detail on gas, oil, stoker and 
hand-fired types. Testimonial paragraphs show savings 
effected. Broadside is available on request. 


JAMES LEFFEL & CO., Dept., FEP, Springfield, Ohio. 
When inquiring specify FEPG48 — see information request blank, pgs. 12-13 

















FOOD EQUIPMENT PREVIEW 


New Literature (Con. ) 


Anhydrous Ammonia Booklet 

Sixteen pages and cover, 6”x9” size, is this new booklet. 
Some of subjects covered in detail include chemical and 
physical properties of liquid anhydrous ammonia, includ- 
ing curves on pressure and temperature relations; density 
of liquid ammonia and solubility of ammonia in water; 
ammonia containers and their safe handling; withdrawing 
ammonia from containers and from the system; piping 
and valves; ammonia leaks; physiological effects of am- 
monia; first aid measures in case of serious injury or ex- 
posure. Booklet is available on request. 


MATHIESON ALKALI WORKS, INC., Dept. FEP, 60 East 42nd St., 
New York, N. Y. 
When inquiring specify FEP649 


see information request blank, pgs. 12-13 


———O 
Silent Chain Drives for Fractional 
Horsepower Duty 
Two-color folder pictures these 3/16” pitch silent chain 
drives. Horsepower per inch of chain width, pitch diam- 
eters of wheels, and list prices for both chain and wheels 
are given in tabular form. Several good application 
photos are used. Folder No. 1894 is available on request. 


LINK-BELT CO., Dept. FEP, 307 N. Michigan Ave., Chicago, Il. 
When inquiring specify FEPG650 see information request blank, pgs. 12-13 


O 


Industrial Insulation 
Large, clear photos of wide variety show off to advan- 
tage the many uses for this Fiberglas insulation. 16-page, 
two-color booklet contains much descriptive material 
about the product and its industrial applications. One 
section is devoted to brief specifications and engineering 
data for selection and application of these Fiberglas in- 
sulations. Booklet is available on request. 


OWENS-CORNING FIBERGLAS CORP., Dept. FEP, Toledo, Ohio. 
When inquiring specify FEP651 see information request blank, pgs. 12-13 


———oO 
Valves, Strainers and Dryers for Air 
Conditioning and Refrigeration 


Attractive, 16-page, two-color catalog shows a complete 
line of valves, strainers and dryers. Many photographs 
are used to advantage showing a wide variety of prod- 
ucts. Complete specifications, including lists prices, are 
given for each product. One major section shows the 
diaphragm packless valves with the important features 
and action clearly described and pictured. Catalog No. 
95 is available on request. 


Benny VALVE CO., Dept. FEP, 1009 N. Spaulding Ave., Chi- 
cago, Ill. 


When inquiring specify FEP652 see information request blank, pgs. 12-13 


Precision, Snap-Action Switches 
Complete engineering data on precision, snap-action 
switches, including dimensions, prices, operating charac- 
teristics, and information as to their use is to be found in 
this 36-page illustrated catalog. Many photos and draw- 
ings add to booklet’s value. Catalog No. 60 is available 
on request. 


MICRO SWITCH CORP., Dept. FEP, Freeport, Il. 
When inquiring specify FEPG653 — see information request blank, pgs. 12-13 


Gyro-Whip Sifter 

Five series of these sifters, with 18 standard models, are 
described in this four-page, two-color folder. Major 
characteristics of each series are given. Over one hun- 
dred products are shown as being handled by this sifter. 
Two units are pictured showing the method of driving 
them. Bulletin is available on request. 

RICHMOND MFG. CO., Dept. FEP, Lockport, N. Y. 

When inquiring specify FEPG54 — see information request blank, pgs. 12-13 


O 


“Pyrex”? Laboratory Catalog 


Approximately 2700 items are shown in this compre~ 
hensive, 160-page catalog of “Pyrex” laboratory ware. 
Some 368 new items are shown in the catalog including 
fritted ware and “Vycor” brand laboratory ware. Cata- 


log No. LP-21 is available on request. 


CORNING GLASS WORKS, Dept. FEP, Corning, N. Y. 
When inquiring specify FEPG655 — see information request blank, pgs. 12-13 
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NO RED LIGHTS 









on THIS WORLD HIGHWAY 


There are no stops, no detours when glass containers enter the 
smooth, straight highway of the WORLD Automatic BEE-LINE 
Straightaway Labeler. Each individual package is smoothly 
and automatically timed, spaced and piloted gently but firmly 
through the complete operation. It’s ideal for the new, light 
weight glass. 

The WORLD BEE-LINE STRAIGHTAWAY applies front or 
front and back labels — neck labels, too, — to all kinds of glass 
containers. 

Why not put your bottles on this high road to better labeling. 
For complete facts and figures send us a set of your labeled 
packages. 


‘ECONOMIC MACHINERY CO. 
WORCESTER - MASSACHUSETTS - U. S. A. 






When inquiring specify FEPG56 — see information request blank, pgs. 12-13 
ee 


MAKE ONE BEARING 


OUTLIVE TWO! 


Pedal Me, 
¥ , 
& 
Ly . 
XS ; 
> 
é 
temperatures dowr ad 
30 F 
LUBRIPLATE cost $! 


Nea 





Your investment in ball and roller bearings is qortnialy 
reat enough to warrant your investigation of B 
EARING {LUBRIPLATE Lubricants. 


HERE’S HOW TO DO IT 


LUBRIPLATE man call and recommend the 
Ne per LUBRIPLATE for your por voutes use. He will 
eave a trial quantity. The results it gives is our bid for 
your future business. Write today. 







LUBRIPLATE DIVISION 


FISKE BROTHERS REFINING CO. 
NEWARK, NWN. J. TOLEDO, OHIO 
Dealers from Coast to Coast 


LUBRIPLATE™ 


THE MODERN LUBRICANT 
CMe Liste ea cee ee Pie A: 





na 


When inquiring specify FEPG67 — see information request blank, pgs. 12-13 
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SAVE LABOR-TIME2:4MONEY 


ben a8] nvm Ue 


CONVEYORS 
DRACCO Pneumatic Conveyors save money in many ways! 


Grains and granular materials can be moved quickly without 
creating Dust hazards or becoming contaminated in transit. 
The system is always ready for instant use, and there are no 
delays due to labor shortage. Why not let DRACCO En- 
gineers check your present methods? With over 25 years of 
experience to draw upon they may be able to make recom- 
mendations that will save you money for years to come. 















4 


is} aT 
ae 


526 


Write for Bulletin No. 526 


DRACCO CORPORATION 


Successors to The Dust Recovering & Conveying Co. 
4035 East 116th Street, Cleveland, Ohio New York Office: 130 West 42nd Street 


|| PNEUMATIC CONVEYORS © DUST COLLECTORS ]lj 


When inquiring specify FEPG658 — see information request blank, pgs. 12-13 


O 


TOP SEALS 


TO Re NEE eS 
1200 Wire Stitches) 


FOR ONLY th 


MATERIAL COST 


You can have stronger, pilfer-proof, 
moisture-proof shipping containers 
and save money by using MORRISON 
WIRE STITCHING MACHINES. @ Example: You can 
egp-ecat a container with 12 wire stitches at a material cost 
of only 6c per 100 containers. Moreover, wire stitching 
saves time asit is faster 
than taping or hand- 
gluing. Where condi- 
tions permit... similar 
savings may be madein 
stitching bottoms on 
, the samemachineat the 
same time after packing. ¢ Model SLP Morrison Top Sealer 
with 33” throat is illustrated. A similar ype is Model SLM 
with 25” throat. Both models may be had with bottom 
post as combination top ead bottom sealers. ¢ The com- 
plete line of Morrison Wire Stitching Machines includes 
top sealers, bottom stitchers, combination units, side 
seamers & arm machines. Write 
for illustrated catalog data... 


SEYBOLD DIVISION 
Harris - Seybold - Potter Company 
844 Washington St.* Dayton, Obio 








WIRE STITCHING MACHINES 


When inquiring specify FEP669 — 


see information request blank, pgs. 12-13 
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New Literature (Con.) 


Blue Book of Scientific Laboratory Furniture 
Durably bound in heavy cover, 84x11 inch size, is this 
188-page catalog, the 24th issue. All types of laboratory 
furniture are ably illustrated and described in this book. 
Covered are such general groups as sinks, table tops, 
cabinets, laboratory hardware and appliances, traps and 
drains, fume hoods, mechanical ventilation, chair and 
stools, equipment layouts, etc. Complete specifications 
are given for equipment listed. Two pages show out- 
standing installations. Catalog is well indexed and ar- 
ranged. 1941 catalog is available. 

KEWAUNEE MFG. CO., Dept. FEP, 5011 S. Center St., Adrian, 


Mich, 
When inquiring specify FEP660 see information request blank, pgs. 12-13 


a, 


Conveyors For Beverage and Dairy Industries 
Three booklets show many installation photographs and 
layouts of conveyor applications in a brewery, dairy and 
bottling plant. Each folder is devoted entirely to the one 
installation and the major features of each application are 
highlighted with photos. Booklets are available upon 
request. 


LAMSON CORP., Dent. FEP, Syracuse, N. Y. 
When inquiring specify FEP661 see information request blank, pgs. 12-13 


———O 
Repair Guide Handbook 


40-page, pocket-size booklet contains 170 diagrams and 
concise instructions for sealing cracks in castings, stopping 
leaks in apparatus, making tight pipe joints, patching 
concrete floors and walls, making repairs to equipment 
and pipe lines without dismantling or use of heat, etc. 
Several types of these cements are described and speci- 
fications for each type are shown. Handbook is available 
on request. 


SMOOTH-ON MFG. CO., Dept. 226, 570 Communipaw Ave., Jer- 
sey City, N. J. 


When inquiring specify FEPG662 — see information request blank, pgs. 12-13 


O 
Differential Speed Reducers 


Four-page, two-color folder shows several models of dif- 
ferential speed reducers. One section shows a “before and 
after” view of space saving possibilities of these units. 
Specifications are given for seven models. Folder is avail- 
able on request. 


WINFIELD H. SMITH, INC., Dept. FEP, Springville, New York. 
When inquiring specify FEP663 see information request blank, pgs. 12-13 


O 


Mayonnaise and Salad Dressing Equipment 


Cookers, coolers and mixers are well illustrated and de- 
scribed in this four-page, two-color folder. Flow dia- 
gram of salad dressing is shown in one section. Major 
features of the equipment are shown in line drawings 
with descriptive material supplementing the drawings. 
List of users is shown. Folder is available on request. 
GIRDLER CORP., INC., Dept. FEP, Louisville, Ky. 

When inquiring specify FEP664 see information request blank, pgs. 12-13 


O 
Sample Book of Industrial Filter Papers 


614”x9%” booklet contains samples of the more com- 
monly used filter papers. Front section of booklet gives 
details for each type of paper, including relative flow 
rates. Also described are asbestos discs and pads. Bulle- 
tin 127 is available on request. 

THE CELLULO CO., Dent. FEP, Sandusky, Ohio. 

When inquiring specify FEP665 see information request blank, pgs. 12-13 


Our 


Backward and Forward Curved Blower Fans 


Fifty-six page, large size catalog gives complete informa- 
tion on these blower fans for heating, cooling and ven- 
tilating applications. Many large size illustrations are 
given with complete capacity tables, information on 
standard arrangements, rotations and discharges, rough- 
ing-in dimensions, sample specifications and duct friction 
chart. Bulletin DS-348 is available on request. 


TRANE CO., Dept. FEP, La Crosse, Wis. 
When inquiring specify FEP666 see information request blank, pgs. 12-13 
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4200 Ibs. of scrap candy used to go to waste every 
week until one manufacturer discovered the use of a 
Shriver Plate and Frame Filter could recover its 
valuable sugar syrup. 

To-day this filter plus a good filter aid recovers and 
decolorizes all the syrup at an overall cost of only 
4c per Ib. and a net saving of $175 a week. 

This is only one of many cases where Shriver Filters 
effected worthwhile economies and improved product 
quality. 

Whether you clarify extracts, syrups, cider, vinegar, 
wine, oils etc. or want to recover valuable by-products 
from used or waste materials, we can show you lots 
of improvement with Shriver Filters. Our laboratory 
is at your service—at no charge. 


Write for Bulletin No. 110 


T. SHRIVER & COMPANY 


830 Hamilton St. Harrison, N. J. 





see information request blank, pgs. 12-13 


=e 


When inquiring specify FEP667 — 
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VAPOR-PROOF 


by the 





The New Benjamin 2 and 3-Lamp—48” 


46 77 
SEALED-FLO 
FLUORESCENT LIGHTING UNITS 
Locations requiring Vapor-Proof and Dust-Tight Units 
Can Now Be Provided With Fluorescent Lighting. 
extra diffusion is desired; in 


heat and impact-resisting; plate 
glass; and in clear glass. 


Featuring a reflector and hous- 
ing welded into a one-piece 
unit and a new sealed 
cover construction, 
these new Benjamin 
fixtures extend the use 
of fluorescent lighting 
to locations where ad- 
verse atmospheric con- 
ditions such as steam, 
dampness and non- 
combustible dusts and vapurs 
are present. These units are 


also recommended for 


general use where it is de- 
EQUIPMENT 












COMPLETE CATALOG 
DATA on this and the 
many other Benjamin 
Fluorescent Lighting 
Units may be had by 
J addressing the Benja- 
min Electric Mfg. Co., Dept. 
QQ, Des Plaines, Ilinois. 


sired to minimize the 
nuisance and cost of lamp 
and reflector cleaning. 


LIGHTING 


Distributed Exclusively Through 
Electrical Wholesalers 


“Sealed - Flo” units are 
available in three types of 
glass: Opal Glass, where 

see information request blank, pgs. 12-13When inquiring specify FEP668 
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FOOD 
EQUIPMENT PREVIEW 


For Food Manufacturers 


New Equipment New Materials 
New Literature New Applications 
of Special Interest to Food Manufacturers 
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JUNE-JULY, 1941 


34,500 Copies of This Issue 


. .. covering all lines of food manufacturing plants . 
Bakeries, Bottlers, Brewers and Distillers, 
Cereals, ‘Condensed Milk, Confectioners, Dairies, Flewoe: 


ing Extracts, Flour and Grist Mills, Frozen . Ice 


Cream, Ice Plants, Meat and Meat Products, Oil and Fats, 
Sugar Refineries, and many allied lines. 


NEW TIMES 
NEW IDEAS 


It takes more brains to make advertising 
and selling fit industry’s needs now. Some 
men we know are doing it well. If you 
want to learn to use advertising more ef- 
fectively, plan to swap ideas with other 
wide-awake men at the 1941 three-day 
N.I.A.A. Conference in September at the 


Royal York Hotel, Toronto, Canada. A 


new setting, a thousand executives, and 
speakers of international reputation. 


Make this note in your diary 


19 ANNUAL N.1.A.A. CONFERENCE 
TORONTO, CANADA - SEPTEMBER, 17, 18, 19 
NATIONAL INDUSTRIAL ADVERTISERS ASSOCIATION, Ine. 


100 EAST OHIO STREET CHICAGO, ILLINOIS 
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Paper Shredder 


Speedy Operation; Cuts Excelsior & Packing Costs 


* 


2 


Uses — Stream- 
lined machine 






easily and 
quickly shreds, 
separates and 


fluffs old news- 
papers and 
magazines, 
waste paper, 
corrugated car- 
tons, tissue pa- 
per, confidential 
papers, cello- 
phane, glassine, 
waxed, and treated paper, and automatically delivers the 
excelsior to containers or balers. 

Features—Machine can be easily operated by anyone by 
merely feeding paper on feed conveyor which automatic- 
ally carries paper to cutting elements. Safe operation is 
provided by knife housing, belt shields and general con- 
struction of machine. Eliminates costs of buying wood 
excelsior and saves cost of baling old paper. 
Description—Machine produces various widths of excel- 
sior from newspapers and magazines varying from ys” 
at rate of 300 lb. per hour to 1500 lbs. per hour for 
the +s” width. Special pulley arrangements can be had 
to cut wider or narrower widths than the standards 
mentioned previously. Floor space required is 4’ x 5’. 
Height of feed conveyor is 35”; feed table is 14” wide. 
Disc holds four knives. Main shaft has anti-friction 
bearings, and motor is 3 H.P. 

MITTS & MERRILL, Dept. FEP, 1009 South Water St., 
Saginaw, Mich. 

When inquiring specify FEPG669 


Geared Heads For Deep 
Well Turbine Pumps 


Features — Stream- 
lined head assembly 
has gearing com- 
pletely housed. 
Gears are heat- 
treated, hardened 
and ground nickel 
alloy and lapped 
for specific operat- 
ing tooth capacities. 
Take-off shaft car- 
ries increased loads. 
All four bearings 
are lubricated by 
oil-pressure system. 
Oil seal is placed 
an end of bearing 
housing to prevent 
leakage. Seal is 
equipped with annular garter spring and treated leather 
element is oil-resistant. Annealed semi-steel castings are 
used to insure against distortion and misalignment of 
gears and other moving parts. 

Description—“Gearturbo” head provides for connection 
with flat belt pulley, V-belt or for direct connection 
through a needlepoint or universal shaft to gas engines, 
steam engines or any other power unit. Standardized 
speed ratios of 1 to 1, 1-% to 1, 1-% to 1, and 2 to 1 are 
provided. Double-row ball bearings support the hori- 
zontal and vertical shafts and are placed adjacent to the 
spiral bevel gears. Extra heavy duty thrust bearing 
supports the lower end of the geared shaft sleeve, while 
an additional thrust bearing supports outer end of hori- 
zontal shaft. 

PEERLESS PUMP CO., Dept. FEP, 301 West Avenue 26, 
Los Angeles, Calif. 

When inquiring specify FEPG70 — 


- see information request blank, pgs. 12-13 





see information request blank, pgs. 12-13 
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BECAUSE the unit is de- 
signed to fit the job — Sprout- 
Waldron machinery for mate- 
rial reduction has earned a 
reputation for economical op- 
eration in dozens of industries. 


oo o eat e BECAUSE our line of reduc- 


* 
oY 


ei Yor ew. 


WV ING tion equipment is extensive and 
sec USfotes our experience broad—we can 
re gow *.. give you an impartial analysis 
‘ REY es of your requirements. 
sae —eieney Your Problems Interest Us . . . 

o “ever? Write Today Giving Full Details 

ate ws... 1\ 

gannvth”. §PROUT-WALDRON & CO., Inc. 
Rie tree, ute 180 SHerman Sr. Muncy, Pa. 
- : .. a . ‘ " Manufacturing Engineers — 

2? os ace ‘ a Since 1866 

‘ae ae 8 


When ieaubpine annie FEP671 


A ONE MAN CINCH! 


SAFETY BARREL TRUCK 
FOR STEEL DRUMS OR WOOD 
BARRELS UP TO 1000 POUNDS 


@ Trucker Never Touches 
Barrel. 


see information request blank, pgs. 12-13 











@ Automatic Loading and 
Unloading. 


@ No Back Strain — Truck 
Balanced to carry load. 


@ Easy Rolling Hyatt Bear- 
ings, Rubber Tired 
Wheels. 


@ Lifetime Use — All Weld- 
ed Steel Construction. 


load, _ this 
size barrel 


Narrower than 
truck mamaiee & an 
or drum up te Ibs., re- 
gardless of bilge size. Will 
easily move between tight 
packed rows and spot load 
without rocking or lifting. 


Take advantage of our FREE TRIAL offer. 


Write THOMAS TRUCK af Keokuk 


today for catalog and detail 


Ie CASTER co. 
4124 MISSISSIPPI KEOKUK, IOWA 


When inquiring specify -——- see information request blank, pgs. 12-13 
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“AUTOMATIC 


WCU Tat ee eee 





*% This latest type 
“AUTOMATIC" is win- 
ning wide acceptance 
by users everywhere as 
an efficient-economical 
material handling unit 
to cut handling costs 
and eliminate needless 
rehandling. 





Outstanding Features 


are light weight construc- 
tion for elevator and up- 
per floor operation—com- 
pactness — requires mini- 
mum aisle or runway. Will 
operate easily in and out 
of box cars or trucks. Has 
maximum telescopic lift for 
high vertical storage. Up- 
rights collapse for low door 
clearance. Available in ca- 
pacities 1000 and 2000 
pounds. Request full details 
and prices. 





“SHIP ON PALLETS... 


Save Time... 
Aid Labor" 






These Heavier Duty 
"AUTOMATIC" 


Center Control Fork Trucks 
are being widely used for 





stacking and transporting 
unit pallet loads from 3000 
to 7000 Ibs. capacity, at 
low cost. 





Listed Under 
‘UL Reexamination Service of 
4 Underwriters’ Laboratories 


TUTTO 


e Mfg. ( 


73 W. 87th Street 


Chicago, Illinois 





When inquiring specify FEP673 see information request blank, pgs. 12-13 
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All-Steel Mixing Truck 


Uses—Mixing truck 
has applications for 
paint and varnish 
manufacturers, color 
and dye makers, and 
in food, oil, and 
other plants and 
laboratories. 
Features — All-steel 
truck has top open- 
ing cover in two 
hinged halves with 
hook and eye to 
fasten both halves 
of cover when 
opened up. Hand 
crank turns propel- 
ler agitator inside 
tank. 

Description — Capa- 
city of unit is 51 gal- 
lons and tank size 
is 25” diameter by 
24” depth. 12-gauge steel is used in tank construction. 
Overall height is 39”. Pouring spout gate is 3”. Truck 
is mounted on 8” by 2” rubber tires. Approximate weight 
is 330 pounds. 

ALL STEEL WELDED TRUCK CORP., Dept. FEP, Rock- 


ford, Il. 
When inquiring specify FEP674 





see information request blank, pgs. 12-13 


ada 
Liquid Level Gauges 


Float, Pressure-Bulb, Pressure, Air-Bubbler, Counter- 
poise and Differential Pressure type water and liquid 
level gauges are described in this catalog for all types 
of applications including measurement and automatic 
control of liquids in open, as well as in closed vessels 


where surface of liquid is under static pressure. Catalog 
1015 may be had on request. 

BRISTOL CO., Dept. FEP, Waterbury, Conn. 

When inquiring specify FEP675 see information request blank, pgs. 12-13 


Fully Automatic, Low 
Pressure Steam Boiler 


Uses — For processing, 
sterilizing, heating or any 
type of work requiring a 
fully automatic supply of 
low pressure steam. 
Features — Fully auto- 
matic with automatic 
water feeder, low water 
safety cut-off, pressure- 
trol, magnetic switch and 
pilot generator that cre- 
ates its own electricity 
to operate valves. Boiler 
has counter flow of water 
as water tubes are slanted 
in opposite directions; this 
provides high speed di- 
rectional water flow with 
consequent faster heating and lessened lime deposit in 
tubes. Removable front and rear headers make tubes 
easy to clean. A.S.M.E. approved and inspected. 
Operation—Uses either gas or oil for firing. Boiler is 
started and necessary steam load is automatically pro- 
vided. Fuel is automatically turned off and on as needed. 
Description—Made in 1, 2, 4, 6, 10, 16, 21 and 30 HP. 
sizes. All insulation, combustion chamber and core of 
boiler are enclosed in steel cabinet. Designed as a pack- 
age unit. Smaller sizes are easily portable. Control is 
located for accessibility. 

ANETSBERGER BROS., Dept. FEP, 3320 Elston Ave., 


Chicago, Ill. 


When inquiring specify FEP676 see information request blank, pgs. 12-13 
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HANDLE DELICATE FOODSTUFF 


With Jeffrey Units 
No Breakage 
No Dust Loss 


‘ No Contamination 


Dryers 

Coolers 

Packing tables 

Inspection tables 

Batching feeders 

Waytrols for continu- 
ous operation and 


Jeffrey-Traylor electric vibrating equip- 
ment (totally enclosed pan conveyor is 
shown) is ideally suited for handling 
foodstuffs through various operations. 


recordin: . . ° : * 
om Conveying medium in stainless steel. For 
Conveyors ati . , increas i 
ae. operating economy, increased produc 
Crushers tion and long service...call on Jeffrey. 


The Jeffrey Manufacturing Co. 


856-99 North Fourth Street Columbus, Ohio 


New York Huntington Birmingham Sait Lake City 
Buffalo Pittsburgh Chicago Detroit 

Boston Baltimore Houston Denver 
Philadelphia Cleveland St. Louis Terre Haute 
Seranton Cincinnati Milwaukee 


When inquiring specify FEPG77 — 


Syrups, Fruit Juices, Vinegar, Soft Drinks 


see information request blank, pgs. 12-13 





and Deep-Frying Fats. 


FASTER ... AT LOWER COST 
_ 


SPARKLER 
Horizontal-Plate FILTER 


ant ay 


Here’s a proved way 
to step up produc- 
tion and cut food 
filtering costs. 


























The new Sparkler 
Horizontal-Plate Fil- 
ter gives you greater 
speed, finer quality— 
clarifies and removes 
all suspended matter. 
No unfiltered hold- 
over. You get cleaner 
operation — filter 
plates are enclosed— 
no leaking to outside. 
Easy to clean—more 
eccnomical — uses 
less filter aids. Port- 
able, mounted on rubber casters, 
little floor space. Plugs into light socket. ready for use. 
Available in all stainless steel for fruit juices; all iron 
for deen-frying fats and in all bronze for syrups. 
Capacities up to 10,000 g.p.h. 


Compact, requires 


WRITE FOR FULL DETAILS 


SPARKLER MANUFACTURING CO. 


1217 WEBSTER AVENUE CHICAGO, ILL. 
When inquiring specify FEP678 -— see information request blank, pes. 12-13 
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CANNER’S GLOVES 


@ What makes it possible to pack so many extras into a 
pure gum Canner’s glove that costs no more than others of 
similar specifications? Just one thing —ANODE. 

Anode is Miller’s process for making rubber gloves of 
uniform wall thickness, thus eliminating trouble-breeding 
weak spots. It gives you a long-lived glove, flexible yet 
resistant to tearing and snagging. 

Thumb, palm and two fingers strongly reinforced, as 
shown, or with overall frosted finish without reinforcements, 
if you prefer. Men’s and women’s sizes, 6‘ to 11, inclusive. 
Call your Miller jobber today. Or write— 


MILLER RUBBER COMPANY, INC., AKRON, OHIO 





Osta ome 


When inquiring specify FEP679 


see information request blank, pgs. 12-13 





Have You A New Product 





If you have recently developed a new or im- 
proved product, a piece of laboratory or plant 
equipment or a new material, of specific interest 
. send it to 







in any line of food manufacturing . . 
our Editors. 


Through FOOD EQUIPMENT PREVIEW’S edi- 
torial pages they will introduce it to this great 
field . . . with more than 32,000 copies of this 
publication covering every plant. This service 
costs you nothing, and there is no obligation. 
Write— 


The Editors, FOOD EQUIPMENT PREVIEW 
737 N. Michigan Avenue 




















Illinois 





| Chicago 





Vertical Drive Agitator 


Has Leak-Proof Device 


Positive Oil Sealing Attachment Now Standard 
Equipment 

Uses—Of particular 
application in the 
food, chemical and 
brewing industries 
where oil leakage 
from overhead type 
transmissions op- 
erating over  per- 
ishable mixing 
batches can dam- 
age entire batch. 

Features—Oil seal- 
ing attachment is now standard equipment at no extra 
cost on all maker’s vertical drives, reducers, and helical 


cry N 


aN 
SN) 
1 





A 





retains the ultra violet ray and infra-red rays setting up 
a “heat” ray rather than a light ray. This latter repels 
the insects. 


FIRST LAMP CO., Dept. FEP, Toledo, Ohio. 
When inquiring specify FEP682 


FOOD EQUIPMENT PREVIEW 


Attachment offers positive assurance 
into batch from overhead trans- 


powered gears. 
against oil leaking 
mission. 
Description—Cut-away drawing shows attachment. Low 
speed vertical shaft of unit is fitted with double oil seal 
(S). Auxiliary housing is fitted to main case by long 
bolts to provide oil reservoir and to enclose umbrella 
slinger (U). If oil should work past double oil seals (S), 
it would be deflected by umbrella slinger (U) which is 
pressed on shaft and revolves with it into the reservoir. 
Reservoir is fitted with pipe connection for periodic 
inspection of oil seals. 

FOOTE BROS. GEAR & MACHINE CORP., Dept. FEP, 
5301 S. Western Blvd., Chicago, Il. 


When inquiring specify FEP680 see information request blank, pgs. 12-1.) 


—O—_——— 
Automatic Bean Slicer | 
2,000 Lbs. Per Hour Carrying Capacity 


Uses — For canners 
to meet demand for 
French style beans 
sliced lengthwise, 
machine operates 
accurately and rap- 
idly on any size, 
variety or type of 
green or wax beans. 
Features — Machine 
is entirely automat- 
ic. Operating costs 
are substantially re- 
duced by eliminating common practice of cutting against 
the belt. Carrying capacity can be increased to maximum 
of 2,000 Ibs. per hour. New type hopper control provides 
exact required flow of beans. 

Operation—Slicer is equipped with large receiving hopper 
which elevates beans to feeding belt of slicer. Here a 
straightening and distributing device spreads the beans 
in narrow channels which carry them through a battery 
of rotary knives, where they are sliced lengthwise. 
Actual slicing of beans is against a grooved, hard-rubber 
roller; the knives do not cut into or contact the conveyor 
belt in any way. Life of grooved roller is practically 
unlimited, but rubber facing can easily be replaced. 
FOOD MACHINERY CORP., Dept. FEP, Hoopeston, Ill. 


When inquiring specify FEP681 see information request blank, pgs. 12-13 


Insect Repellent Lamp 


Uses—Low priced 
incandescent lamp 
repels moths, mill- 
ers, mosquitos, fish 
fllees and many 
other varieties of 
phototropic in- 
sects. 

Description — Effi- 
ciency of product 
is result of filter- 
ing light rays 
which usually at- 
tract insects. This 
is done by fusing 
to the clear bulb a 
solution of sili- 
cates, under heat 
just short of the 
melting point for 
glass. This oper- 
ation provides a | 
coating of yellow 
“hard” glass on | 
the soft glass bulb. 
The silicate coating 














| Gj} Your Summer Evenings 





Lamp is made in all wattages from 6 to 1500. 


see information request blank, pgs. 12-13 
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DIAMOND 
Flexible Coupling 
on Brewery 
Mash Mixer. 





All-Purpose Flexible Coupling 


For miscellaneous motor to shaft and shaft to shaft connections — 
for standard equipment on food and beverage equipment machinery 
— the simpl'city and durability of DIAMOND Couplings insure long 
life trouble-free performance. 


Consisting of two sprockets and a length of two strand DIAMOND 
Roller Chain, they are easy to install and disconnect. They are 
fully described in Bulletin 12. DIAMOND CHAIN & MFG. CO., 
416 Kentucky Avenue, Indianapolis, Indiana. Offices and Distribu- 
tors in All Principal Cities. 


DIAMOND FLEXIBLE COUPLINGS 


When inquiring specify FEP683 see information request blank, pgs. 12-13 


iced 


DURIRON 


Corrosion-Resistant 


VALVES 






Defense requirements have severely restricted the 
use of many metals, but  corrosion-resistant 
DURIRON is still fully available in a complete 
line of Valves and other 
standard equipment 
especially suitable for 
Food Processing Plants. 


DURIRON is absolutely 
free from iron pick-up 
and contamination of 
the liquors. It is excep- 
tionally hard and re- 
sistant to abrasion as 
well as acid corrosion. 
Send for latest Bulletins on 
equipment desired. 


THE DURIRON CO., INC. 


Dayton Ohio 


PUMPS ® VALVES 
HEAT EXCHANGERS 
STEAM JETS © EJECTORS 
FANS e TANK OUTLETS 


LABORATORY EQUIPMENT 


10 DIFFERENT CORROSION 
RESISTING ALLOYS 





When inquiring specify FEP684 see information request blank, pgs. 12-13 








Over 25,000 


Process Lines 
@ Brewers, Distillers 
@ Cellulose 
@ Cement, Lime 
@ Ceramics 
@ Chemicals 
@ Drugs, Cosmetics 
@ Fertilizers 
@ Food Products 
@ Leather 
@ Metallurgical 
@ Paints, Varnishes 
@ Paper, Pulp 
@ Petroleum Refining 
@ Plastics 
@ Rubber 
@ Soap 


C.C.A. Circulation 
in these Chemical 


. . . and allied lines 





FOOD EQUIPMENT PREVIEW 


Over 50,000 Non-Duplicated 
“Process” Circulation--- 


30,000 Circulation 
in ALL These 
Lines of Food 
Manufacturing 


@ Bakeries 

@ Bottlers 

@ Brewers, Distillers 
@ Canneries 

@ Cereals 

@ Condensed Milk 
@ Confectioners 

@ Dairies 

@ Flavoring Extracts 
@ Flour, Grist Mills 
@ Frozen Foods 

@ Ice Cream 

@ Ice Plants 

@ Meat Products 

@ Oils and Fats 

@ Sugar Refineries 


. . . and allied lines 
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Noiseless, Portable 
Vacuum Cleaner 


Uses—Cleaners have various 
attachments for industrial 
use in cleaning walls, over- 
head pipes, etc.; removing 
dust, chips and litter from 
processing lines; and clean- 
ing of boiler tubes and boiler 
tops in power plants. 
Features — Motor and fan 
noise has been reduced to a 
negligible factor, and only 
sound of air rushing through 
nozzle and cleaning tools is 
audible a few feet away. 
Unit is portable. 
Description—Noiseless Model 
230 is for heavy-duty serv- 
ice and is equipped with a 
full horse power motor, 
mounted on_ grease-sealed 
ball bearings which require 
no oiling. Multi-stage tur- 
bine fan has ample suction 
for fast, thorough cleaning, 
and the large tank and filter provide space for dirt ac- 
cumulation. Machine weighs 50 lIbs., and can easily be 
rolled about on its large casters, or picked up when nec- 
essary. 


BREUER ELECTRIC MFG. CO., Dept. FEP, 5100 N. 


Ravenswood Ave., Chicago, IIl. 
When inquiring specify FEPG685 — see information request blank, pgs. 12-13 





Two-Way Tower Scale 
With Back-Set Dial 


Short Platter Fall Provides Fast Operation 


Uses — For high-speed, pre-deter- 
mined weighing. Especially adapt- 
ed to packing rooms or production 
line with limited counter space and 
for weighing operations in conjunc- 
tion with conveyor belt systems. 
For over-under weighing of pack- 
aged materials — food products, 
chemicals, etc.—three pounds and 
under. 












Features — 
Very short 
platter fall of 
¥% inch pro- 
vides rapid 
action, and 
wear on bear- 
ings and piv- 
ots is reduced 
because of 
lessened im- 
pact. Both platters and dial are in direct line of opera- 
tor’s vision and tower is set back at 30 degree angle for 
natural reading position; less tiring for operator with 
consequent greater accuracy and increased speed. With 
tower in two-way position, scale may be used in either 
lengthwise or crosswise position on bench with produc- 
tion flowing across scale without interruption. 
Description—Made in several models using scoops, pans, 
and platters. Length of unit is 15”, overall height 15” 
and 5” wide at right end and 8%” at left end. Platter 
elevation is 5%”. Poise is the combination, suspension 
type, for use in either lock or open position. Special or 
standard dials are available. 


EXACT WEIGHT SCALE CO., Dept. FEP, 32 West Fifth 


Ave., Columbus, Ohio. 
When inquiring specify FEPG86 — see information request blank, pgs. 12-13 



























































lirt ac- 
sily be 
n nec- 


100 N. 


pgs. 12-13 


ile 


| 


ion 


-deter- 
adapt- 
duction 
ace and 
onjunc- 
ystems. 
f pack- 
roducts, 
ds and 
res — 
short 

fall of 
h pro- 
rapid 

, and 
n bear- 
nd piv- 
reduced 
ise of 
dad im- 
- opera- 
gle for 
or with 
With 

1 either 
produc- 


S, pans, 
ght 15” 
Platter 
pension 
ecial or 


st Fifth 


pgs. 12-13 


| 









June-July, 1941 


OF OPEN VENTED OR PRESSURE— 








GROUND LEVEL, UNDERGROUND, 


OR OVERHEAD TANKS - - - 


@ Meriam Tank Gauges are substantially built 
accurate gauges for determining the liquid 
level of oil, water, or any other liquid. They 
are suited for use with large or small tanks 
regardless of location, and are not expensive. 


These gauges are of the distant reading 
type, permitting the gauge to be placed in 
a sheltered convenient place, such as the 
superintendent’s office. They operate by 
balancing with air pressure the head of 
liquid to be measured. No gears, levers, 
or diaphragms are used, avoiding mainte- 
nance and upkeep. Bulletin No. 20, giving 
complete engineering and operating de- 
scription sent on request. Send for a copy. 


Manometers, 
Meters, and Gauges 
for the accurate 
measurement of Pressures, Vacuums and Flows of Liquids and Gases. 


When inquiring specify FEPG87T — see information request blank, pgs. 12-13 
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Dust Respirator 
Soft-Moulded Rubber Facepiece Fits Low on Nose 


Uses—Approved by the U. S. 
Bureau of Mines for protec- 
tion against type A (Silica), 
lead and nuisance dusts. 
Features — Functioning effi- 
ciently against all common 
dusts, maker states that it is 
unnecessary to change filters 
under average conditions. 
Soft - moulded rubber face- 
piece fits low on the nose and 
eliminates obstacles to vision 
and enables user to wear 
spectacles or goggles while 
using respirator. 

Description — Unit is known 
as the Cesco No. 94 Health- 
guard Respirator. Specially designed metal filter box 
guards replaceable filters. Overall filtering area is ap- 
proximately 40 sq. in. Exhale valve incorporates a speak- 
ing diaphragm to permit normal exchange of conversation. 


CHICAGO EYE SHIELD CO., Dept. 7, 2362 Warren Blivd., 


Chicago, Il. 
When inquiring specify FEPG88 — see information request blank, pgs. 12-13 
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When inquiring specify FEPG89 — see information request blank, pgs. 12-13 


LooK 
LIKE 
CLOCKWORK “ge 


with Time-Temperature Control! 


Here's a quick solution to your 
difficulties in obtaining skilled 
help! Foxboro Time-Tempera- 
ture Controllers will run your 
processes like clockwork, with 
minimum supervision. Not only 


Temperature and timing will be 
automatically controlled. Made 
for Elapsed- Time, Delayed - Ac- 
tion and Progressive-Schedule 
Control. Recording types give 
24-hour records. Write for Bulle- 
tin 242. The Foxboro Company, 
174 Neponset Ave., Foxboro, 
Mass., U.S. A. Branches in 25 
principal cities. 


maintain exact temperature, but 
cut off steam at end of cook, and 
light signal lamp. 

All you do is set two pointers. 


OXBORO Vccnrrottens 


Reg. U. 8S. Pat. Off. 


When inquiring specify FEP690 


tient ta 


“LIGHTNIN” 


DOUBLE ACTION 


see information request blank, pgs. 12-13 


Portable Mix 
Geared or Direct 
shift dt tren” cone 
shifted from 

to t tah Sizes tank 


Top Entering Unit: 
for pressure or vac 
uum mixing. x 
“LIGHTNIN” 

Side Entering 
Units for large 
nae of light 


MIXING 


1032 GARSO 


FOOD EQUIPMENT PREVIEW 
(Continued from first page) 


Priorities ... 


at a recent meeting of the American Institute of 
Chemical Engineers. This is laminated wood prepared 
and processed in a new way. Samples having a specific 
gravity of not above 1.4 showed a tensile strength of ap- 
proximately 40,000 lbs. per sq. in. There are new ma- 
terials and new processes available to meet our needs. 
The food manufacturer who is confronted with the diffi- 
culty ...or impossibility ... of obtaining delivery on the 
type of equipment he has been accustomed to using, will 
do well to look for other equipment which can serve his 
needs ... at least for the period of the emergency. 
Manufacturers of equipment are searching out the new 
materials which will make possible the construction of 
products new to industry . .. yet giving the essential fea- 
tures which production demands. 

Tell your equipment makers of your problems. 
with them in designing the equipment you need... 
materials now available. 

And check through this issue of FOOD EQUIPMENT 
PREVIEW for recent developments in equipment which 
can serve your pressing needs in these days that demand 
more and more output. Here you will find hundreds of 
ideas .. . some of them may give you the answer you so 
earnestly seek. 


consin, 


Work 
with 


” 


Technical Editor. 
a 


Cleansing Compound 


Effective In Any Water—Hard, Soft, or Salt— 
Hot or Cold 


Uses—General, all-purpose cleanser with many applica- 
tions in the food industries—bakeries, dairies, meat pack- 
ing plants, etc. 

Features—Made in several types (red, brown, yellow, 
black and white “labels”), the red label detergent is a 
vegetable compound made in powder form; contains no 
caustic, lye or acid—free from alkalis and chemicals. 
Contains no abrasive, no animal fat or inert filler. Ma- 
terial is non-inflammable and does not create gas. It is 
soluble in any water and forms no sediment when allowed 
to stand agitation. Solution rinses 100% free with hot 
or cold water, leaving no residue. Will form suds in very 
hard water and creates a minimum of insoluble lime 
soap. 

Description—This coloidal detergent cleans solely by 
physical process of emulsification. Cleans effectively in 
concentrations of from one-quarter ounce to two ounces 
per gallon of water. Red label is packed in 5, 25, 50, 100, 
250 and 300 lb. containers for commercial use. Trade 
name is “Annite.” 

QUIGLEY CO., Dept. FEP, 56 West 45th St., 
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Move Heavy Materials 


Easier.at less Cost.with 
WELD-BILT 


HYDRAULIC 
LIFT TRUCKS* 


The new HORIZONTALLY-MOUNTED Hydraulic 
Lifting Unit on this new WELD-BILT Truck is a tri- 
umph in engineered Materials Handling. 

One of many new features is the inter-changeability 
of the hydraulic unit from one truck to another. This 
provides longer life, assures constant service, enables 
you to keep a spare on hand for emergency use. 

% The new WELD-BILT HYDRAULIC LIFT 
TRUCK is made in wide and narrow widths, in plat- 
form lengths up to 72”, and capacities from 2500 to 
10,000 Ibs. It is attractively streamlined in modern 
design, a Unit you'll be proud to own and use. Write 


for Bulletin TODAY. 


WEST BEND EQUIPMENT CORP. 
WEST BEND a | 


S 225 SOUTH WATER STREET 
@ Materials Handling Engineers, Manufacturers of Portable Elevators, Two- 
Wheel and Four-Wheel Trucks, Skid Platforms, Barrel Racks, Tiering 
Machines, and Materials Handling Equipment for special needs. 


When inquiring specify FEP693 see information request blank, pgs. 12-13 


OUGH repair tor CONCRETE 


Avoid accidents! Prevent costly delays. Repair holes, cracks, broken 
places in concrete floors, or resurface an entire area with the durable 
RUGGEDWEAR RESURFACER. No chopping or chipping cn 
Merely sweep out spot to be repaired—mix the ma- 
terial—trowel it on. Holds solid and tight right up 
to irregular edge of old concrete. Used indoors or 
out. ries fast. Costs only 10c to 14c per sq. ft. 


Request 74-page “Building Maintenance Handbook” 


f FLEXROCK COMPANY 


bes Manning St., Philadelphia, Penna. 
Please send me complete RUGGEDWEAR information 
. details of FREE TRIAL OFFER. No obligation. 


Company 
Address 
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